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The performance glass that lessens 
air conditioning requirements. Even in Houston. 


The developer of Houston's Ranger 
Insurance Building went to his archi- 
tects with two requirements. First, 
design a marketable building with a 
distinctly beautiful identity.And then 
minimize the air conditioning system 
without sacrificing comfort. 

Now, one would think, that in the 
Houston climate, you need all the air 
conditioning you can get. 

But the architects selected PPG's 
Solarban 480 Bronze Twindow insu- 
lating glass. The reflective glass that 
would not only satisfy the tough 
mechanical requirement, but would 
also be esthetically pleasing. 

In this case, the architects chose 
a muted bronze coverplate, which 
was heat strengthened to resist 


Developer: Gerald Hines Interests, Houston 

Architects: Skidmore, Owings and Merrill, 
Chicago, and Wilson, Morris, Crain and 
Anderson, Houston 


thermal stress, to complement the 
bronze aluminum curtainwall. 

On the inside, the pleasing trans- 
mitted light of the So/arban 480 
Bronze units offers substantial visual 
comfort and largely eliminates the 
need for blinds or draperies, despite 
the bright Texas sun. 

And all the while, less air condi- 
tioning equipment is working less. 

Look into the advantages of 
Solarban 480 Bronze Twindow insu- 
lating glass—or the others in our 
family of Environmental Glass—for 
your next building. Write PPG Indus- 
tries, Inc., One Gateway Center, 
Pittsburgh, Pa. 15222. 


PPG: a Concern for the Future 
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PHILIP JOHNSON 

Еоком: Your January-February 
issue on Philip Johnson deserves 
congratulations. His work and 
words show that there is, after 
all, historical continuity — the 
need for grace and monumen- 
tality in architecture. How 
wrong are those who insensi- 
tively maintain that they are 


irrelevant, that man has lost 
his craving for them. 
Today's confusion amongst 


architects and the sheer ugliness 
of so much work, painfully 
rationalized into existence is 
made that much more trans- 
parent by Johnson. 

Here we have a truly cul- 
tured elitist, a great patron of 
the arts (in the best 18th 
century sense) who produces 
unparalleled elegance with verve 
and sheer technological profes- 
sionalism. The world needs more 


like him. 


HARRY SEIDLER, LFRAIA 
Milsons Point, Austrailia 


FIVE ON FIVE 

Forum: The “Five on Five" 
article in your May issue is a 
notable piece of literate and 
informed journalism. 

Architects, like their society, 
are so much informed by screed 
and symbol that to come upon 
a set of handsomely written judg- 
ments, balanced between Mr. 
Robertson’s considerate analysis 
and Mr. Moore’s witty commen- 
tary, is indeed a signal event, 
suggesting that we slow down 
and think, and set in abeyance 
our perhaps too swiftly formed 
opinions. 

The Forum, with this article, 
and the issue on Philip Johnson, 
bids well to becoming in the 
seventies what the Architectural 
Review was in the fifties. That 
is a nice thing to look forward 


to. 


FRANCIS BOOTH, Architect 
New York, N.Y. 


Forum: Congratulations! It is 
good to see architectural criti- 
cism take its place alongside 
general reporting in the pro- 
fessional press. Maybe next 
time architects of the same ilk 
could critique each other's work 


—such as Gwathmey criticizing 
Eisenman or Giurgola criticiz- 


ing Moore. 


MALCOLM HOLZMAN, Architect 
New York, N.Y. 


Forum: You and the authors of 
“Five on Five" are to be com- 
mended for a fine job of archi- 
tectural criticism; however, cer- 
tain issues raised by the book 
Five Architects go undiscussed. 
This is too bad for these issues 
are implied by Colin Rowe in his 
introduction and are precisely 
the issues one anticipates will 
be discussed judging from the 
marvelous titles of each critique. 
Moore and Greenberg excepted, 
the authors do not deliver what 
they promise. 

What about all the “Stompin’ 
at the Savoye” we've seen late- 
ly? Don’t these houses present 
both an architectural and a 
cultural phenomenon to be ques- 
tioned? Explained? 

One of the problems of ac- 
cepting the work of the five 
architects has to do with the 
meaning of their forms. If we 
accept the implicit suggestion 
that we are in the presence of 
an architectural revival, it is 
worth recognizing that these 
buildings do not and can not 
have the same meanings as the 
original International Style. Are 
these buildings really “Machines 
in the Garden”? Are steamships 
and touring cars still machine 
metaphors in 1973? 

Rowe, not Giurgola, points 
out that cubism has become a 
part of “Тһе Discreet Charm of 
the Bourgeoisie.” Ignoring the 
serious intentions of these five 
architects, aren’t they, as Denise 
Scott Brown would say, “ : 
doing styling for a subculture." 

. The fashionable rich? To 
criticize these houses as ideal- 
ized and utopian is to attribute 
to them the original meaning of 
the International Style. These 
houses make no claims. They 
intend no social or formal proto- 
types. They express the isola- 
tion their clients desire by mak- 
ing no gestures toward the rest 
of the built environment. In this 
sense Robertson's criticism of 
Graves' Benacerraf addition, be- 
cause it does not exist by itself, 
and Giurgola's appreciation of 
Meier’s housing project in the 
Bronx seem to the point. 

Of the five critics, only Moore 
seems to appreciate the humor, 
seriousness, pretentiousness, and 
perhaps inappropriateness of the 
publication he is reviewing. Cer- 


tainly Stern is right, the book 
is not a major work. However 
he is wrong to compare it to 
Learning from Las Vegas, for 
unlike Las Vegas it pretends no 
cultural and perhaps not even 
a visual polemic. The book is a 
handsome collection of houses, 
manifestations of style, taste, 
and talent, not (Eisenman ex- 
cepted) new ideas. As Moore 
points out, the opportunity to 
see these houses together rais- 
es questions. Are they actually 
related? Are the five architects 
actually a group? 

Surely more could be learned 
about the five architects and 
their opposition, “Five on Five", 
from comparisons beyond the 
scope of but implied by these 
reviews. One might compare 
the weekend house and studio 
Charles Gwathmey did for his 
father and the houses done 
for the Trubek and Wislocki 
families bv Venturi and Rauch. 
These houses are surprisingly 
comparable. They are similar 
in scale and program, calling on 
and expressing a tradition of 
wood construction. They exhibit 
similar notions of controlling a 
site in relation to the use of 
architectural volume, and display 
an obvious interest in historical 
retrospection. Both are elitist. 
They are talented architectural 
work, satisfying to their clients, 
but done for the appreciation of 
an informed and limited audi- 
ence. What, if any, are their 
differences? Will The Forum 
offer a forum to explore this 


question? I sincerely hope so. 
STUART E. COHEN, AIA 
Chicago, Ill. 


Forum: "Five On Five" reads 
mainly as an attempt to apply 
the principles of the hot air 
balloon to the book review mar- 
ket. That five architects choose 
to advertise themselves with a 
modest albeit highly mannered 
booklet is forgivable—as а 
private volume for those with 
the $17.50, who cares!—but, to 
review such a book en masse 
as though it were a major theo- 
retical treatise with not one but 
five simultaneous reviewers is 
to impose a burden upon the 
sensibilities of readers that must 
be well beyond what anyone 
can reasonably be expected to 
bear. Seldom has Architecture 
implicitly been asked to legiti- 
mize such a load of pretentious, 
self-indulgent journalism. The 
axiom that the greater the vol- 
ume of hot air, the higher the 


balloon will fly does not neces- 
sarily become transferable to 
architectural criticism, i.e., the 
greater the number of reviewers, 
the more important the book 
will become. The resulting ef- 
fect is surely to discredit what- 
ever modest intentions the five 
architects may have shared. 

The anti-Corbusian brand of 
avant-garde  prescience is at 
once popular and naive. It is 
popular because it is easy to 
view history as a retardant to 
progress, naive because it can- 
not deal very well with the 
fact that the Corbusian dogma 
has left us with a set of logical 
principles which, although they 
may be refuted, cannot con- 
veniently be ignored or dis- 
carded. It is paradoxical that 
our progressive sensibilities tell 
us that we should be striving 
for fresh techniques and atti- 
tudes to help us deal with cur- 
rent problems, but we are still 
intimidated by the obvious valid- 
ity of the Corbusian message; 
we apparently cannot live with 
it but it is folly to proceed 
without it. 

But one has the suspicion that 
the "Five On Five" do not real- 
ly understand the Corbusian 
dogma all that well; that Cor- 
busian/cubist propensities are, 
for them, the function of detail 
and superficial characteristics: 
round columns, curved shapes, 
pipe rails, or just cube-like 
properties. To accredit “Сог- 
busian genetic inheritance" to 
the two Steel houses of Gwath- 
mey is curious; what is it in the 
Corbusian oeuvre that they re- 


semble? How the MOMA Har- 
lem project becomes a Ville 
Radieuse is perplexing; Ville 


Radieuse used a vocabulary of 
zoned building types—freestand- 
ing towers and continuous slab 
texture—and was detached from 
existing city texture, while the 
Harlem project used a vocabu- 
lary of mixed building types and 
was inserted into and adapted 
to existing city texture; ideal 
city vs. ameliorative city. But 
they do not even look similar. 
How Robert Venturi got into 
the act at all is a total mystery 
unless it is as some kind of 
subliminal catch phrase in- 
tended to trigger a set of pre- 
determined reactions. But for 
those of us who have not been 
so programmed, what is the 
comparison? Or, for that mat- 
ter, what is the difference? Is 
it all so crystal clear that one 
really has no need for analysis 


(Continued оп page 8) 


e Duro-lest Watt-Saver: 
90 Watts. 


It performs like our 100 watt light bulb. 


If you pay the light bill for any kind of 
commercial or industrial establishment, 


you know how enormous those bills can be. 


And you certainly know that as a 
country we are now facing a severe energy 
crisis. 

We at Duro-Test are now making a 
revolutionary new kind of light bulb. 

It's called the Watt-Saver. 

It saves electricity. 

It saves money. 


Byusing Krypton gas, our 
90watt Watt-Saver bulbs have \ 
the same maximum lumen out- 
put and life as our 3500-hour 
bulbs of 100 watts. 
Our Watt-Saver uses 10% less elec- 
trical energy. 
Our Watt-Saver costs 10% less to light. 
A business using 1000 100watt bulbs, 
and paying the low industrial rate of 
2¢/KWH, would save $700 in electricity 


Daware, 


over the life of our bulbs. 
And because they're of 
premium quality and life, they 
saveon maintenance and replace- 
ment costs, too. 

То the store owner, the hotel or factory 
manager, to municipalities, to industrial 
users —to any small or large user of light 
bulbs (and sometimes these run into the 
thousands) the potential for saving money 
is unlimited. And the potential for saving 


energy is encouraging. 


Your need for light bulbs is unlimited. 


Your money and electrical energy 
are not. 

Watt-Savers for residential use are 
also available in different wattages 
through Duro-Lite Lamps, Inc. 


Call toll free: 800-243-6000 (In Conn.: 


1-800-882-6500) for complete literature 
and ask to see your local Duro-Test 
Lighting Specialist. 
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Standard yet flexible 


bOO Curtain Vol 


for thermal control in the energy decade 


Today, and in the years to 
come, thermal considerations 
will greatly affect architectural 
design. Building materials have 
become an integral part of in- 
terior climate systems. Our 
present energy resources are 
at stake. o. For complete ther- 
mal integrity the designer must 
look beyond the conventional 
solutions of thermal and re- 
flective glazing. The aluminum 
glass holding members them- 
selves can make a vital con- 
tribution to thermal efficiency. 
Kawneer pioneered the positive thermal 
break concept in wall systems. This engineer- 
ing innovation eliminates contact between in- 
side and outside metal surfaces, completing the 
thermal barrier of the curtain wall. Heat transfer 
to the outside in the cold months and into the 
building in hot months is minimized. Result: 
expenditures for heating and air conditioning 
are reduced and energy conserved. 


From the design standpoint, 
1600 offers the architect a 
standard thermal system with 
custom flexibility. A simple 
modification by Kawneer's de- 
sigh engineering department 
easily adapted the standard 
1600 Curtain Wall System to 
an application where floors are 
anchored in place from the top 
down ... with the bottom 
storey 30 feet off the ground. 
Result for Vancouvers new 
Westcoast Transmission Build- 
ing: a "custom" application 
within standard budget requirements. © Snap 
on covers in a variety of durable Permanodic™ 
finishes allow the architect to create strong 
verticals . . . shadow box effects . . . or flush 
facings. с In 1600 Curtain Май... as in our 
complete line... you can depend on Kawneer 
engineering. с Designing for thermal efficiency 
with attention to detail is Kawneer's pledge for 
the energy decade. 


Architects: Rhone & Iredale, Vancouver, British Columbia 


Typical detail of vertical 
and horizontal mullion section 
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(Continued from page 4) 


at all? Ог, is this supposed to 
be some kind of plug for The 
Other Word, or what? Пезспр- 
tion has largely been substituted 
for critical analysis and so we 
hear comparisons to what is 
known or preferred instead of 
comparisons which really sup- 
port a critical point of view: 
Five Architects to Learning 
From Las Vegas, Maison Car- 
rutchet to the Hanselmann addi- 
tion, Benacerraf to Duke, and, 
the most empty of all perhaps, 
Richard Meier's smooth, white, 
pristine boxes to Andrew Jack- 
son Downing's Shingle Style. 
That Five Architects is his- 
torically derivative is indisput- 
able. It is also probably true 
that Eisenman suffers somewhat 
from  Terragni overkill, that 
Graves is trying too hard to 
turn cubist paintings into build- 
ings, that Hejduk is too ab- 
stract, that Meier may have a 
round  column/round corner 
complex, and that Gwathmey's 
geometry may be a little scale- 
less and overpowering. But the 
problem with the alternative 


"constructive criticism" is that 
"sheds" and “ducks” are not 
terms which are especially 


loaded with architectural con- 
tent. “Sheds” and "ducks" are 
implicitly terms which describe 
how a building is to look out- 
side, what kind of billboard, so 
to speak, it is to be, and the 
possibility of concepts which 
foster a dialogue between the 
inside and the outside as a 
simultaneous, mutually-reinforc- 
ing event is necessarily reduced. 
“Sheds” and “ducks” do not of- 
fer a vocabulary of sufficient 
dimension to encompass an ade- 
quate range of expressions and 
the essays produced are anemic, 
architecturally monosyllabic, 
and too cryptic for all but the 
most mundane applications. 
Whatever the implied polemi- 
cal assertions, Five Architects 
is trying to deal with the terms 
Of Architecture; with structure, 
with enclosure, with circulation 
and functional and spatial hier- 
archy, with problems of se- 
quence and preferred direction, 
and so on, and this is not to 
mutually exclude problems of 
the user, of complexity and 
irony, or form and iconography. 


It is the way of thinking about 
building comprehensively that 
the five architects share that is 
important, not their stylistic 
compatibility, and their work is 
significant not so much from 
the forms produced as from the 
analytical technique applied. 
The message then, is not to 
abandon the “heroic manner” in 
yet another avant-garde frenzy 
but rather to adopt it, to modify 
and transform it, to evolve those 
principles which are useful in 
the solution of modern prob- 
Jems. That the results are white, 
of simple geometry, highly man- 
nered or not "natural", is prob- 
ably secondary to the basic or- 
ganizational and formal intent. 
Five Architects is also useful 
as a kind of idea primer. It is 
neither an essay about how to 
build nor is it a complete state- 
ment about a pure theory. John 
Hejduk's One-Half House can 
hardly be taken seriously as a 
project intended for ultimate 
construction, yet, at the same 
time, it is clearly not pure art; 
it is not definitive. It is what 
is implied that is important and 
criticism of the projects per se 
cannot get at this fact. These 
projects mostly appear as exag- 
gerations of principle, carica- 
tures of buildings; experimental 
essays; they are deliberately ab- 
stract and detached and seem 
purposefully estranged from 
"real" problems; criticism at 
that level cannot adequately 
explain their motive. They seek 
some future less mundane than 
a simple search for the ordinary. 
Journalistic excess notwith- 
standing, to assume that either 
Five Architects or Learning 
From Las Vegas will become 
crucial to any future polemic 
seems doubtful. And, finally, 
although Robert Stern may not 
wish to believe it or may not 
understand it (and one wonders 
why he chooses to exhibit so 
much public bad taste as to car- 
ry on what can only be thought 
to be a personal vendetta), 
Colin Rowe's essay about the 
Modern Dilemma is perhaps the 
principal value of Five Arch- 
tects and will likely become a 
pivotal literary item in an era 
rendered difficult by the lack of 
temporal distance necessary to 
establish a reasonable historical 


perspective. 
Ithaca, N. Y. 


ROGER SHERWOOD 
FoRUM: Аз regards "Five On 
Five," it is ironic that the critics 
who with such clarity and per- 


ception can articulate incon- 
sistencies and design  weak- 
nesses of another architectural 
philosophy are yet so unable to 
see the same bias in their own 
work. Surely there is little dif- 
ference in the arbitrary notion 
of imposing that which is his- 
torically trite and perverse into 
a design and an over reliance 
upon a 1920's cubism for one's 
raison d'etre. Although both 
schools of thought have con- 
tributed to the ongoing body 
of architectural theory, neither 
points the way for the future. 
Seeing photos of Meier’s and 
Gwathmey's work once again, 


however, has its compensations. 


ROBERT CURRIE, AIA 
Delray Beach, Fia. 


Еоком: Having studied briefly 
under Fisenman, Graves and 
Frampton, I found your treat- 
ment of the Five particularly 
interesting. They will remember 
me, if at all, as a particularly 
unwilling student so galvanized 
by their work that upon release 
I scurried into the boondocks to 
lick and bandage my inclusive, 
perceptual, vulnerable and prag- 
matic “Americanism.” 

Most incomprehensible was, 
and is, the colossal arrogance— 
absurdity, actually—of the man/ 
nature relationship implicit in 
their work and explicit in the 
tradition which it represents. The 
very fact of your (welcome) 
upcoming Energy issue suggests 
that whatever the benefits of 
this attitude may be, civilizations 
with tenure are probably not 
among them. 

A militantly urbane friend 
once told me that "everything 
between New York and San 
Francisco was there to hold the 
road up." The more people who 
believe that the better, so far 
as I’m concerned—but out here 
we're not about to strip mine 
one single pronghorn antelope 
in order to render the glass 
drawing rooms of the Hampton's 


habitable. 
VINCE LEE, Architect 
Jackson Hole, Wyo. 


FonuM: With reference to the 
May review of Five Architects, 
I am reminded of medieval 
theologians arguing about the 
number of angels who can dance 
on the head of a pin. 
Particularly irritating was 
Robertson’s review which point- 
ed out the lack of concern with 
real life issues of architecture 
and then introduced the buzz 
words of other fields. It’s a sad 
profession that must look to 


linguistic analysis for an ap- 
proach to building environments 
in which people live their every- 
day lives. If, in fact, these archi- 
tects do not have the proper 
tools and anthropological per- 
spective urged by Mr. Robertson 
on small scale projects, I fail 
to see how they’re equipped to 
handle the larger project by 
which, he suggested, they’ll be 


more properly judged. 


JULIA. THOMAS 
Director Communications 
William L. Pereira Associates 
Los Angeles, Calif. 


WTC 2023 Ў А 
FoRuM: Your April article on 
the WTC is the funniest I have 
ever read in an architectural 


magazine. I loved it. 
New York, N. Y. | KURT KARMIN 


Forum: Suzanne Stephens’ arti- 
cle on the World Trade Center 


was absolutely priceless! 
ROBERT MUTRUX, Architect 
Wilton, Conn. 


Forum: Suzanne Stephens’ arti- 
cle “WTC 2023” is an interest- 
ing glimpse into the history of 
fifty years ago. It is too bad, 
therefore, that she puts the 
reader to so much trouble by 
citing the long-obsolete British 
units of measurement, weight, 
and cubage. Can you advise me 
where I can find conversion 
tables at this late date to get 


their metric equivalents? 
WOLFGANG S. HOMBURGER 
Institute of Transportation and 
Traffic Engineering, 
University of California 
Berkeley, Calif. 
Forum: For a long time I had a 
basic goal to live to be 85 (yr. 
2000). Now you have upped 
the ante to 108 because on my 
birthday in that year I want to 
re-read your plangent article. 
Marvelous. Тһе architectural 
profession needs more of such 
perspicacity. 
Phoenix, Ariz. 


MURRY HARRIS 


CHANGING WALLS ra 1 
Forum: Your magnificent arti- 


cle, *Changing Walls" (May 
1973), is an enlightening pre- 
sentation of a fast-growing na- 
tional movement. I would, how- 
ever, like to point out an over- 
sight. The County of Los An- 
geles Department of Parks and 
Recreation, Cultural Arts Sec- 
tion, has sponsored more than 
twenty murals, which were com- 
pleted by last summer. Most 
were located in Mexican-Ameri- 
can communities, where their 
cultural relationship to the Mexi- 
can muralist tradition manifested 
great impact on the community. 

For a governmental agency, I 
believe, we have sponsored more 


(Continued on page 10) 
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Formal 
elegance in 3-coat 
lacquer finish walnut and 
exacting craftsmanship to 
ring you the quality you deserve: 
he graceful, efficient appearance of your 


ETTER 


(Continued from page 8) 


professionally designed outdoor 
murals, incorporating youth par- 
ticipation, than any other local 
or national agency. Аз a result 
of our efforts, we have just re- 
cently received a National En- 
dowment of the Arts grant to 
continue the mural movement in 
Los Angeles County. 

I would like, however, to 
thank you for pointing out to 
your readers the exciting use of 
wall murals as an alternative 
means of rejuvenating grafitti- 
scarred architectural surfaces. 


ED NEISS 

Culiural Arts Director 

Department of Parks and Recreation 
Los Angeles, Calif. 


SAN FRANCISCO . . 
FonuM: The April San Francisco 


issue turned out very well, in- 
deed, and all of us here would 
like to commend the FORUM 
staff for the new and interesting 
direction the magazine has 
taken. 


E. C. BASSETT, AIA 


San Francisco, Calif. 


Forum: Many articles are writ- 
ten about San Francisco, and by 
persons with diverse back- 
grounds, attitudes, and opinions. 
William Marlin’s is one of the 
best of the current batch, and 
in many respects, the absolute 
best. He reflects the detach- 
ment of an outside observer 
combined with the sympathy 
and, I suspect, love of a native. 

I was Planning Director for 
nine years (1958-1966) when the 
pendulum swung from a laissez- 
faire Board of Supervisors to a 
tighten-the-planning-screws ma- 
jority—a period that gave wit- 
ness to an 11-0 approval of the 
Embarcadero Freeway monster 
on the one hand and the free- 
way revolt on the other. From 
my witness chair I believe that 
Mr. Marlin has oversimplified 
the evolution that has occurred. 

Point One: “Some token zon- 
ing was passed.” San Francisco 
enacted zoning in 1921 after 
four years of study and political 
hassling that was initiated after 
New York’s pioneer step in 
1916. In 1947 the Planning 
Commission, under an aggres- 
sive and understanding Mayor, 
initiated the move to revise and 
update the zoning regulations. 
In 1958 when I was appointed 
Planning Director the sixth draft 
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was curling on the shelf. A new 
push was initiated to get the 
measure—rather sophisticated 
for its time—adopted. The lo- 
cal A.LA. chapter took a lead 
role in pushing for the 16:1 FAR 
in the downtown zone but some 
members backed off under pres- 
sure from clients or potential 
clients. We compromised on the 
20:1 ratio after two years of 
debate in order to get the 
1950ish framework on the books. 
Then, after some horrible ex- 
amples cropped up, the Board 
was pressured—call it “good 
sense” if you will—into restor- 
ing the 16:1 ratio that we had 
recommended in the first place. 

Point Two: “San Francisco 
didn’t have the slightest idea 
about what an overall planning 
program was." Аи contraire. 
As early as 1940, citizen groups 
were convening all-day planning 
conferences, newspapers were 
carrying special features, and 
the young professionals, under 
the name of Telesis, prepared a 
mammoth exhibit at the Museum 
of Art, depicting the need for 
comprehensive planning for the 
city and for the region. As a 
result, in 1942 the Department 
of City Planning was established 
by the Board of Supervisors and 
the first Planning Director was 
appointed. In 1946 the Junior 
Chamber of Commerce spear- 
headed a move to amend the 
Charter to strengthen the plan- 
ning role in local government. 
World War II had diverted re- 
sources and interests, but a 
Master Plan was adopted in 
1945 which set some very im- 
portant guidelines. From the 
point of view of the seventies, 
or of the earlier city beautiful 
era of Burnham, it had con- 
spicuous deficiencies, but this 
whole effort should not be 
glossed over as if it didn't hap- 
pen. San Francisco has always 
cared. 

Point Three: “А massive zon- 
ing revision . . . completed in 
1966." The impression gained 
from your description is that 
this was city-wide, but, in fact, 
it covered only Downtown. То 
be sure, it is Downtown, plus 
Nob Hill, Russian Hill, Telegraph 
Hill, and the northern water- 
front that convey the popular 
image of San Francisco, and 
they constitute the San Fran- 
cisco that you describe, but 
these changes pertained to only 
two square miles. 

Point Four: Does Mr. Marlin 
really think the Bank of Amer- 


ica Plaza is "lively"? It has 
been criticized for being on the 
north side, and generally in the 
shade, as well as being wind- 
swept. This is true, and hence 
people don’t tarry there. But 
putting the plaza there was the 
good-neighborly thing to do in 
order to preserve the openness 
and what was left of the scale 
of Bob Anshen’s International 
Building, already overwhelmed 
by S.O.M.’s Hartford Building. 

Point Five: The Urban Design 
Plan, initiated by Allan Jacobs, 
my successor, deserves all the 
space you give it, for it was 
the Big Idea whose time had 
come, and, as you indicate, it 
helped to save the city from 
the monotony of a uniform, over- 
reactive 40-foot (160-foot, down- 
town) height limit. Its positive 
concepts will be a long time in 
implementation insofar as pub- 
lic action is concerned, but that’s 
the other side of the planning 
coin. 

Point Six: Re the Transameri- 
ca Building, Mr. Marlin has 
been influenced by the Allan 
Jacobs fetish, but many of its 
detractors are now accepting it 
as the least of the high-rise 
evils, and, in fact, one of the 
most interesting, for at the end 
of the Columbus Avenue axis, 
it is really just an exclamation 
point in contrast to the block- 
busters behind it. The first re- 
jected design was better, I 
thought, but, c’est la vie. The 
real issue was faced, or should 
have been, in the fight for a 
lower FAR in that transition 
zone; when that fight was lost 
—at the Board of Supervisors— 
the Transamerica or its like was 
virtually inevitable. Of course, 
if today's enlightenment had 
existed fifteen years ago, the 
legendary old two-story Mont- 
gomery Block would still be 
on that site as a lavishly pro- 
tected historical landmark. Inci- 
dentally, the Transamerica is 
bringing in 100-foot redwood 
trees for the plaza on its east 
side, which was not yet de- 
veloped at the time of Mr. Mar- 
lin's visit. You condemn the 
Тгапзатепса for being unneigh- 
borly and condone the Bank of 
America because of its plaza. 
The Bank of America is one of 
our better designs, but what is 
most wrong with it, besides its 
height and bulk which are no 
longer permitted anywhere un- 
der the urban design zoning 
standards, is its location: it has 
the effect of moving the top 


of Nob Hill four blocks east— 
a visual wrenching of the sky- 
line that can never be overcome. 
Even Nat Owings has had sec- 
ond thoughts about this, but 
Donn Emmons, the other respon- 
sible character in that scenario, 
as pictured with your article 
simply turns his back (literally, 
his left cheek) on it from his 
boat in Sausalito—a village, in- 
cidentally, that is stuffed with 
planning and design issues that 
make it a microcosm of San 
Francisco and worthy of a story 
—the Forum’s kind—in itself. 

Finally, your photo captions 
give Larry Halprin all the credit 
for Market Street, when, con- 
ceptually, he deserves the least. 
This was one of the big issues 
in my directorship, and Larry 
then was pushing for an open- 
ditch mezzanine concept which, 
fortunately, was warded off. So 
far as concept and execution 
are concerned, Mario Ciampi and 
John Warnecke were in there, 
with Ciampi in the lead, and 
unsung bureaucrats like myself 
were growing ulcers in the de- 
clivities. 

In sum, Mr. Marlin barely 
touched the surface of the ice- 
berg, but did it with great spirit 
and elan. Obviously liking the 
place, he has left a bit of his 


heart here as well. 


JAMES R. McCARTHY, AIP 
Sausalito, Calif. 


FoRUM: The April issue featur- 
ing San Francisco is very fine. 

However I do have one ques- 
tion. On page 71 it is stated 
that there are only 30 women 
members in the AIA. I doubt 
this. I do agree that women 
are under represented in the 
AIA and probably underpaid in 
the profession but don't make 


the numbers worse than they | 


really are. 


OLIVE CHADEAYNE, AIA 
Walnut Creek, Cal. 


The AIA has about 300 women mem- 
bers, not 30. We regret the typographi- 
cal error. —Ed. 


ENCOMIUM 

FoRUM: By way of expressing 
my sincere respect for your out- 
standing achievement, please ac- 
cept my belated letter. As an 
instructor of young people who 
aspire to become architects, I 
am gratified to be able to cite 
one professional journal whose 
excellence is self-evident. I am 
very grateful and so are my 


students. 


HERMANN G. PUNDT 
Professor of Architecture, 
University of Washington 


Seattle, Wash. 


The new CAI90 Ductless Fan 
eliminates costly ductwork. 
It could save you thousands. 


The CAI90 Ductless Fan is the 
only code-approved, accepted 
ductless fan made by anybody. 
Anywhere. 

No ductwork. Think of the money 


you can save in materials and labor. 

And the CAI90 Ductless Fan allows 
you more freedom of design; you don't 
have to chop up the structure. The CAI90 
unit does away with the danger of fire and 
smoke spreading through ductwork in 
multi-unit buildings. 

The CAI90 Ductless Fan is quickly 
and easily installed. The wall switch is the 
only connection needed. 

It's built-in. All that's exposed is an 
attractive grill. It's ideal for bathrooms, 
closets, kitchens. Any area where odors 
or mildew are problems. 


110 V outlet box 
Single phase— 
60cycle 


The CAI90 Ductless Fan is 
an air circulating, air treatment 
unit that effectively destroys 


odors, reduces bacteria, inhibits = =k 
mildew and other fungi. 
A д З А The basis of CAI90 Ductless 
Dpro O » е е ong в : 
ORE LY O Fan operation is a new, safe 
mE О DE Б i chemical, CAI90. CAI90 is a У 
ВО Resea Report # natural citrus derivative. САІ90 11-5/8" 10" 
———————— ————— does not just mask odors, it 
[RUSH-HAMPTON INDUSTRIES destroys them by inhibiting the 
3000 Industrial Park, Longwood, Florida 32750 or growth of odor-causing bacteria. 
2330 West Third Street Suite 1,Los Angeles, California 90057 The СА!90 Ductless Fan 


| contains a СА!90 filter anda 


| Га like to know more about the Ductless Fan. small, quiet fan. The fan pulls 


Have a representative call me. | odorous air into tbéunit and $ 1/250 H.P. 

| O Send me more information. through the СА!90 filter. Odor Side View | 1 
| Name | is eliminated. саа "T 
| Title U. L. listed 

Company | . 

a | Rush-Hampton Industries 
| ity . 3000 Industrial Park ,Longwood, Florida 32750 
| Zip AF] 2330 West Third Street Suite 1, Los Angeles, California 90057 
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JENG OWNERS 
W KIND OF CRISS. 
PS SOLVE IT. 


If the movies are any indication, building owners 
in the 30's had little to worry about except for an 
occasional visit from wandering gorillas. Today, 
in some parts of the U.S., there's something tougher 
to wrestle with ... an energy shortage. At Libbey- 
Owens-Ford, we've engineered materials to help 
ease this shortage. 

Vari-Tran^ coated reflective glass is being 
used in buildings around the nation to cut building 
construction and operating costs. It does this by 
reducing both the installation and operating cost 
of air conditioning. Its ability to significantly re- 
duce solar heat gain also reduces the amount of 
energy needed to cool buildings, which, in turn, 
helps cool the energy crisis. 

For more information on Vari-Tran and other 
LOF architectural glass, write for our booklet 
“Reach fora Rainbow," Dept. F-773, Libbey-O wens- 
Ford Company, Toledo, Ohio 43695. 
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RIVERS IN THE CITY. By Roy Mann. 
Praeger Publishers, New York, N.Y. 
Illustrated. 


REVIEWED BY FRAN P. HOSKEN 


Ms. Hosken is а  Correspondent-at- 
Large for The FORUM. 
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“Looking at the plan of New York 
in an airplane view, you think: ‘It 
is certainly the best organized city 
in the world.’ Well, the sea and 
the vast rivers are invisible and 
no one gets the benefit of their 
beauty, their spaciousness, their 
movement, the splendid play of 
light on the water! New York, ап 
immense seaport, is as landlocked 
as Moscow!" 

—Le Corbusier, When the Cathe- 
drals Were White. 


This statement of Corbusier is 
quoted in Roy Mann's new book 
on urban river systems, which 
analyzes their use (and abuse) 
and includes proposals as to 
what we must do to recover this 
all-important resource. 

"The river valley and its 
branches are the only natural 
system which still can offer 
hope of inspiration as well as 
utility to the urban region of 
today and tomorrow," Roy Mann 
told me recently when we 
talked about the ideas he pre- 
sents in this beautifully illus- 
trated book. 

"In many of our cities we 
have unfortunately wasted the 
once-in-a-century opportunity 
for genuine Renaissance of the 
river corridor by tearing down 
old waterfront walls only to let 
new walls take their place. We 
have ignored opportunities for 
total planning of the urban river 
valley. Any given river site re- 
development project too often 
only deals with a limited area." 

Al| of us, I am sure, know 
plenty of examples of such 
missed opportunities and have 
deplored the obvious lack of 
planning and control But as 
yet no comprehensive and com- 
parative study of river systems 
has been made which must pre- 
cede any organized action. 
Therefore this book is a most 
important contribution towards 
upgrading the quality of life in 
our urban environment. 

Most of our big cities are de- 
pendent on and built around 
rivers and the economic enter- 
prise they support.  Urbanists 
have often wondered why city 
rivers have seldom been dis- 
cussed from a comprehensive 
and regional point of view. Yet 
rivers literal “make” a city, 
both visually and economically, 
and are often the most important 
recreational resource, not only 
for the people who live on the 
river banks, but for everyone 
who uses a city. A river pro- 
vides open space, sun and air: 
Its bank should be designed 
to be accessible, inviting and 
to offer breathing space from 


the confines of the man-made 
environment. 


Rivers in the City takes its 
examples from a variety of river 
systems both in the U.S. and 
abroad, including some of the 
most famous and historic ones: 
London and the Thames, Paris 
and the Seine, the Arno а! 
Florence, the Rhine and Meuse 
at Rotterdam, the Saone and 
Rhone at Lyons, and the unique 
situation of Zurich along its lake 
with the Limmat ара 5041. 
(Even today the river and lake 
water there is so clear that one 
can swim right in the center of 
Zurich.) 

Venice is also a special case, 
dependent on waterways that 
may become its doom. Due to 
the interference of man, the 
water level is a steadily rising 
threat. The northern counter- 
part of Venice, Amsterdam with 
the Amstel River and the canals, 
provides a model of comprehen- 
sive environmental control. Care- 
fully organized and coordinated 
planning is needed to preserve 
the symbiosis between the water, 
the urban environment, and the 
steadily growing number of 
people who use both. Cars 
have created an appalling dis- 
turbance and discord in this 
carefully balanced system, as 
anyone recently visiting Amster- 
dam can attest. Yet strict plan- 
ning controls manage to pre- 
serve riparian buildings and 
abundant opportunities for out- 
door leisure accompany the tree- 
lined canals. 

The Potomac at Washington 
provides an excellent case for 
detailed discussion of the evolu- 
tion of river-related planning, in- 
cluding the ecological considera- 
tions to guide land and water 
management. 

The Charles River in Boston 
is a sad example of a river gone 
awry. Despite Olmsted's extra- 
ordinarily successful park net- 
work, a recently built highway 
system effectively separates the 
potential user from the Charles' 
banks—an example of the latter 
day redevelopment schemes that 
Roy Mann deplores. In Boston, 
as in many other cities, it is 
clearly a problem of conflicting 
jurisdictions that makes it im- 
possible to take a regional, com- 
prehensive river valley ap- 
proach. As Mr. Mann states, 
“We have to move the walls 
back and recover the river val- 
leys to provide space for con- 
tinuous public areas and paths, 
for new zones of nature in the 


London in the 17th Century. 


city and new open areas for pub- 
lic assembly, games and the 
arts.” 

Altogether, the 15 river sys- 
tems included in this study show 
a variety of river valley uses 
under many very different urban 
situations—from almost purely 
industrial ones, as the Tyne and 
Tyneside, to the opposite in 
Venice. This is an important 
book for both architects and 
planners, written by a practic- 
ing landscape architect—the pro- 
fession that has moved into the 
forefront of the fight for en- 
vironmental improvement. 

The book, which has just been 
published in the U.S., first came 
out in London last April. The 
Milwaukee Art Center is featur- 
ing some photo-murals and ma- 
terial from it in their exhibit on 
rivers, June through August. In 
part, the book was supported by 
a Fulbright grant and should be- 
come an important resource for 
all those working to redeem our 
natural assets, our rivers. 
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Even today people can swim in Zurich's waterways. 
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Waste. 

Truly one of the ugliest words in the English 
language. Especially when it involves our natural 
resources. 

Every day, more and more people are becoming 


more and more aware of the need to conserve energy. 


So they like the idea of insulating properly by 
going beyond the minimum requirement for fiber 
glass insulation in their homes. 

Of course, this insulation does more than just 
make our resources go further; it helps the 
homeowner's money go further, too. 

Naturally, we hope that the insulation is 
Johns-Manville fiber glass insulation. 

In acknowledgment of the fact that we're all 
working together to save America's energy 
resources, we'd like to send you a 22" x 28" poster 
of the facing page. 

Just send in the coupon below. 


Johns-Manville 9/51 


[ella ee ee ee ълги пано снет вина ааа пана вита LI 
Johns-Manville Corporation 
Box 5705-RP 370 , Denver, Colorado 80217 


Name 


Firm 


Address 


City State Zip Code 
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UNIVERSITY-COMMUNITY TENSION 
AND URBAN CAMPUS FORM. Robert 
L. Carroll, Hayden B. May, and Sam- 
uel B. Noe, Jr. University of Cincin- 
nati, Department of Community Plan- 
ning, October 1972. Volume 1, 115 
pages; Volume 2, Various pagings. 


REVIEWED BY IRA STEPHEN FINK 


Although there are many widely 
advertised commercial products 
offering relief from headache 
and tension, there are no similar 
products prescribed for tensions 
created by campus-community 
interactions. These two  vol- 
umes of research findings, while 
descriptive rather than prescrip- 
tive, may provide some means 
for relief because they play down 
physical form as the 
source of such tension. 

The goal of the research proj- 
ect, financed by the Educational 
Facilities Laboratories of the 
Ford Foundation, was to help 
universities rationally distribute 
activities and structures which 
affect campus-community rela- 
tions. The authors, all profes- 
sors at the University of Cincin- 
nati (Carroll in Sociology, May 
and Noe in Community Plan- 
ning) focused on the physical 
and spatial aspects of universi- 
ties and communities. They 
acknowledged that many im- 
portant local and national, so- 
cial, economic and political di- 
mensions of university-commun- 
ity problems were neglected. Yet 
it is this limited attempt at a 
physical/spatial focus which 
makes the study useful. 

Those who study the effects 
of physical factors will not be 
surprised by the authors’ con- 
clusions: The results repeatedly 
suggest that people-related, non- 
physical factors, rather than 
purely physical factors, are more 
significant in creating, or easing, 
tensions. Thus, while physical 
determinists suggest that an ur- 
ban campus Бе interspersed 
throughout the community to 
improve relationships, the proc- 
ess by which campus form is 
achieved is more important in 
reducing tensions than the final 
form itself. 

To begin their study, the au- 
thors conducted a nationwide 


Mr. Fink is the University Community 
Planner for the Office of the President 
of the University of California. 
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major | 
| ual image as distinguished from 


; families 


survey of 102 college and uni- 
versity administrators. They 
asked them about their institu- 
tions and their surrounding com- 
munities, and they reviewed the 
history of physical campus 
changes and resulting tensions 
which occurred in the twenty- 
year period, 1950 to 1970. Later, 
they conducted intensive case 
studies at Boston University, 
Temple University, and the Uni- 
versity of Cincinnati covering 
the same twenty years. 
Although tension and form 
are never explicitly defined in 
the study, many characteristics 
were used to describe form: The 
size of the institution as meas- 
ured by enrollment and the 
amount of land it owns; the de- 
gree of concentration or disper- 
sion of the institution in its dis- 
tricts; the pattern and nature 
of contacts between university 
and non-university persons; the 
strength of the university's vis- 


the image of its surroundings. 
Tension is not as succinctly 
described. In one sense, it is 
characterized by а strained 
state of mutual relations. How- 
ever, at many of the institutions 
the authors mapped as having 
frequent or severe tension with 
their communities, "tension" is 
really used as a euphemism for 
civil disturbances, riotous ac- 
tions, or any community activity 


| leading to the stopping of 
campus expansion. 
Notwithstanding the com- 


| plexities of the terms form and 


tension, the authors tested many 
hypotheses, among which they 
asked: (1) Was there a corre- 
lation between university-com- 
munity pressures and the size 
of the metropolitan population; 
(2) did tension vary with the 
size of the identifiable popula- 
tion groups in the university 
districts whose interests were 
not generally served by the uni- 
versity; and, (3) did it vary 
with the relative balance of 
power between the university 
and these groups? 

In testing their hypotheses, 
the authors concluded that a 
general milieu of stress per- 
vaded campus communities in 
large, complex and rapidly 
changing districts—though, in- 
terestingly enough, no correla- 
tion was found between com- 
munity tension and campus size. 
And no correlation appeared be- 


| tween tension and the percent- 


age of poor or minority group 
in university districts 


(though the method the authors 
used in aggregating data may 
mask indications of tension in 
certain community subareas). 
The authors were also unable to 
gauge the effect upon tension 
caused by the relative balance 
of power between universities 
and community groups. 
Despite their concern with a 
negative perspective, that is, for 
conflict rather than harmony, 
the authors did find that ten- 
sions opened lines of communi- 
cations which in the long run 
may benefit both the university 
and the community. Their con- 
tention would be borne out by 
the constructive solution to 
"tension problems" at two insti- 
tutions not the subject of this 
study—the University of Pitts- 
burgh and Ohio State University. 
As a result of community op- 
position to campus expansion in 
one case, and a riot after a 
football game in the other, both 
institutions are now members of 
umbrella organizations dedicated 
to joint institutional-community 


planning. 
The results of the authors' 
more intensive case studies 


serve to substantiate conclusions 
derived from their nationwide 
survey. Although they first 
felt that the degree of concen- 
tration or dispersion of the uni- 
versity and its district was of 
paramount interest, and the case 
study institutions were selected 
on this basis, they ultimately 
discovered only marginal corre- 
lation between form and stress 


when measured on the ''open 
campus-closed campus"  con- 
tinuum. They concluded: “Те 


dispersion of university build- 
ings in the districts [studied] 
has nothing to do with univer- 
sity tensions." Agreed. 

Some of the conclusions about 
the three case studies are per- 
suasive simply because of their 
graphic presentation. In addi- 
tion to a narrative in Volume 1, 
the results are displayed in a 
handsome and useful map series 
contained loose-leaf in Volume 2. 
More than one-half of the nearly 
100 maps were prepared by 
computer using а program 
called SYMAP, which produces 
contour maps with each progres- 
sively higher range of data value 
shown in a darker tone. With 
contours based on interpolations 
between data points located at 
the center of census tracts, 
changes in community composi- 
tion are graphically apparent. 


playing physical, economic, 
demographic, housing and crime 
data and changes over the 
period 1950 to 1970. 

Also of particular importance 
in the study is a section in Vol- 
ume 1 on self-study methodolo- 
gies to measure physical de- 
velopment and community rela- 
tions. The information gathered 
would be useful in permitting a 
clearer study of cause-effect re- 
lationships surrounding key com- 


munity events, trends, and con- | 
troversies in university districts. | 


Further, institutions would be 
better able to evaluate their own 
decision processes surrounding 
these events. 

Taken collectively, the survey 
results, the case studies, the 
map series, and the methodolo- 


gies for self-study constitute a | 
useful reference for city plan- ; 
ners and architects, campus ad- | 


ministrators, and community 
residents alike. More important- 
ly, this study illustrates the 
need for institutions to be a 
good neighbor and employer. 


Hopefully, university admin- 
istrators and campus planners 
can make immediate use of 


these studies, and may have par- 
ticular reason to do so when 
these efforts are reviewed with 
other current research activities. 
For example, in 1971, George 
Nash, in research sponsored by 
the Twentieth Century Fund, re- 
ported that seventy-three per- 
cent of university campuses in 
central cities with populations of 
500,000 or more stated a need 
for campus expansion. As the 
authors of this present study in- 


dicate, and as a warning to in- : 


stitutions which need to expand, 
it is the size of the city, the 
growth rate of the university, 
and the character and density of 
the surrounding population 
which are critical variables in 
town/university tensions. 

As stated, while form-related 
factors are not always the most 
critical measures of university- 
community tension, they are 
significant. The measures, how- 


ever, are seldom architectural in ! 


nature. As the authors reiter- 
ate, "the process of physical 
change and its rate are far more 
critical than  built-form and 
campus-layout." It appears that 
these processes, 
terns and distributions of uni- 
versity-community activities are 
attributes university planners 
should control if they wish 
to influence community rela- 


Included are separate maps dis- | tions. 


and the pat- | 
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FUNNY BUSINESS... 


The annual AIA Convention held | 


in San Francisco (May 7-10) 
was wracked with few burn- 
ing issues this year.  Resolu- 
tions at the meeting were dis- 
cussed and voted on with rec- 
ord speed and dispatch. Except 
for one. A resolution brought 
to the floor by New York Chap- 
ter President Tom Galvin and 
seconded by architect Anna Hal- 
pin met with a degree of acri- 
mony, before it was passed. 
The resolution proposed that the 
AIA, in an effort to attract and 
integrate women into the archi- 
tecture profession, conduct a 
study on the status of women 
in the profession, 


vention in Washington. The 
resolution itself called attention 
to the lack of representation of 
women in the field, the discrimi- 
natory hiring policies of archi- 
tectural firms, unequal 
vancement and sex stereotyp- 
ing of jobs. Furthermore, the 
resolution stated, women are 
paid less then men for equiva- 
lent work, receive smaller salary 
raises, and are rarely repre- 
sented among officers and other 
high level positions in the AIA 
and comparable societies. 

AIA Treasurer Elmer Botsai 
protested the study idea saying 
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to be pre- | 
sented at next year's AIA Con- | 


that “under-representation, in 
all due honesty . . . is not the 
AIA's responsibility or fault. 
Discrimination by omission is 
blatantly not true. From per- 
sonal knowledge, the Board of 
Directors of the AIA has gone 
out of its way to get female 
representation far beyond their 
percentage points in AIA activi- 
ties, and I challenge anyone to 
refute that statement." 

It is interesting to note that 
the AIA's Board of Directors 
has one female member in its 
group of 37. That woman is 
Fay DeAvignon, President of 
the Association of Student Chap- 
ters of the AIA. In other words, 
her election by fellow students 
to that post guaranteed her a 
position on the Board. 

The AIA's interest in women 
as professionals thus does seem 
ambivalent (with notable ex- 
ceptions, such as the New York 
Chapter where Judith Edelman 
and Anna Halpin are members 
of the Executive Committee). 

Perhaps under-representation 
may not be the AIA's fault. 
But lack of representation cer- 
tainly exists: Of the approxi- 
mately 36,000 registered archi- 
tects, about 1,440 are women. 
Of the AIA's approximately 


p : 24,000 members only about 300 
ad- | 


are women. In other words the 
AIA represents about two-thirds 
of the male architects in the 
profession, and a little over one- 
fifth of the female architects. 
Do women architects feel their 
contribution is desired by the 
AIA? 
feels compelled to announce to 
the convention’s delegates: “Par- 
don me ladies. This is a sort 
of motherhood resolution and 
should not be passed.” 
Nevertheless it was passed, 
but by a roll-call vote—the only 
one of the convention. (A roll- 
call vote is needed when you 
can’t tell the outcome from aye- 
nay or show-of-hands vote.) 
Because the roll-call vote is 


weighted to states with largest | 


membership, and probably be- 
cause New York and California 
supported it, the resolution was 
passed 996.85 to 627.21. 
Meanwhile the regional study 
groups, which are beginning io 
meet, have a lot of work ahead 
of them. Anna Halpin hopes 
they will include men and wom- 
en, employees and employers. 


NORMAL BUSINESS . . . 


Other important resolutions 
came to the AIA's attention 


Not when its Treasurer | 


Fellow's investiture and awards ceremony. 


and were passed. One signifi- 
cant one (also proposed by the 
New York Chapter) concerned 
energy. The resolution called 
for the establishment of energy 
criteria in development deci- 
sions, drawing up a report for 
next year's meeting, and work- 
ing for passage of legislation to 
implement energy guidelines. 
Other resolutions of note in- 
cluded one requesting President 
Nixon to end the moratorium on 
housing funding until new solu- 
tions are effected, and the free- 
ing of appropriated monies to 
local governments for sewage 
treatment facilities and plants. 

The speeches by invited panel- 
ists echoed many of the con- 
cerns expressed in the resolu- 
tions. It was refreshing to at- 
tend these sessions and hardly 
hear the word "architect". In- 
stead the conference theme 
"The Challenge of Growth and 
Change" was discussed by such 
outstanding representatives of 
other disciplines as sociologist 
Philip Hauser, population expert 
Dudley Kirk, Congressman 
(Calif. Dem.) Jerome Walkie, 
environmental attorney Marvin 
Durning, Dean of Graduate 
School of Education at Harvard 
Paul Ylvisaker, lawyer-develop- 
er-urbanologist Bernard Weiss- 
bourd, and chemist and former 
AEC Chairman, Glenn T. Sea- 
borg. Seaborg’s comments 
about energy were optimistic. 


While he called attention to, 


possible future sources of en- 
ergy—harnessing heat from the 
earth’s crust or solar radiation 
to supply energy—Seaborg also 
professed a belief in the need 
and likelihood of man being able 


to do more with less. As he ex- 
plained: “There are many indi- 
cations in nature that as an or- 
ganism becomes more complex, 
it accomplishes an increasing 
number of activities with a rela- 
tively decreasing amount of en- 
ergy.” 


. . . AND PLEASURE 

It was difficult for the almost 
6,000 architects and spouses 
who came to San Francisco to 
really concentrate on business 


during the three gorgeous May | 


days. Particularly since the 
convention was held (for the 
most part) in the windowless 
bowels of the Civic Center's 
Brooks Hall. Here in this abys- 
mal environment the exhibits 
were set up and the seminars 
—placed not too well acousti- 
cally in curtained-off corners of 
the hall—conducted. The host 
chapter, however, introduced the 
very successful and precedent- 
setting notion of field trips to 
various parts of the city where 
solutions to various urban prob- 
lems had been iried. 

Besides trips with groups or 
privately, there were the parties. 
Staging parties well often eludes 
architects for some strange rea- 
son, even though it involves 
familiar design and planning 
considerations such as tranport- 
ation, circulation, logistics and 
anticipation of users' needs and 
desires. Specifically, this  in- 
volves figuring out such details 
as the time it takes for guests 
to enter, where people bunch 
up for food and drink, how to 
get them to disperse quickly to 
various parts of the party area. 
Again in San Francisco this 


Host Chapter Party at Oakland Museum. 


need for realistic planning was 
underscored. 

One can't mention parties at 
the Convention without giving 
credit to the Dodge/Sweet's 
party. Planned six months in 
advance, it was not fraught with 
the troubles common to other 
convention festivities. 

Also the Annual Ball was 
worth the price of admission if 
not for the ordinary food or 
the band (50's kitsch) then for 
the hilarious toastmaster com- 
ments of David Braden, FAIA. 

Despite the kinks in some of 
the planning, San Francisco is 
an ideal place for this sort of 
thing, and the spirit of the archi- 


tects showed it—both on and off : 


the Convention floor. 


ARTS - 


PEI MUSEUM FOR CORNELL 


Herbert F. Johnson, a 1922 grad- 
uate of Cornell, commissioned 
Frank Lloyd Wright to design 
the headquarters of his family's 
business, The Johnson Wax Co., 
in Racine, Wisconsin. 
did a job that brought the com- 
pany some attention. And in 
1967, when Mr. 
$4.8 million to his alma mater 
for a new museum there, he 
asked the committee gathered 
to select an architect to "find 
the Frank Lloyd Wright of to- 
day." 

I. M. Pei's bold design for the 
Herbert F. Johnson Museum of 
Art rises six stories above the 
hills of Ithaca, N. Y. Located 
at the northwest corner of Cor- 
nell’s Arts Quadrangle, the heart 
of the College of Arts and Sci- 
ences, the museum contains 
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Johnson gave | 


20,000 sq. ft. and 20 exhibition 
galleries, six times the space of 
the University's recently closed 
Andrew Dickson White Museum 
of Art. 

The new museum which open- 
ed this spring is meant to be 
more than a place for viewing 
art. It will serve, for one thing, 
as a platform for viewing the 
countryside, and it will also 
have meeting rooms for trus- 
tees and others connected with 

the University. 
| Of the entrance, shown here, 
Ada Louise Huxtable wrote in 
The New York Times, “The only 
place one feels Mr. Pei's sophis- 
ticated mastery of space and 
light to the full is at the en- 
trance and second levels. . . . 
The drama is enlivened by cal- 
i culated light and shade." 
| The former museum, the 
White mansion, is being reno- 
Г vated for other uses. 


Wright | f 


| Herbert Е. Johnson Museum of Art. 


ENVIRONMENT 


WRIGHT AND WRONG 


When Frank Lloyd Wright chose 
the desert north of Phoenix 
for Taliesin West, his aim was 
to leave the land as he found 
it. Taliesin, as did most of 
Wright’s buildings, blended with 
the landscape, demanding noth- 
ing of it, taking nothing from 
it. The desert has not fared 
so well since. 

In 1952 a high voltage trans- 
mission line passed within 1,300 
ft. of Taliesin West. In 1963 
the original line was dismantled 
and replaced by three new larg- 
er, more conspicuous ones. 

The desert then was quiet for 
a decade, except for the hum of 
the high tension wires. In 1972 
the road builders came. A Six 
lane superhighway was needed, 
they said, and the place to put 
it was next to the power lines. 
Working with the City of Scotts- 
dale, the nearest town, which 
had proposed the highway, Tal- 
iesin architects persuaded the 
town to abandon the project. 

But now a threat comes from 
a more intractable opponent, the 
U.S. Government. The Bureau 
of Reclamation plans an 80 ft. 
wide canal running near the 
power lines a quarter mile from 
the Taliesin complex. On its 
north side will be a 38-ft.-high 
flood control dike slashing 13 
miles through the desert. 

Even though Taliesin archi- 
tects Charles Montooth and 
Anthony Puttnam have been 
working with the Bureau, their 
effects at best will be cosmetic. 
Perhaps the dike can become 
curvilinear with varying heights, 
planted with native vegetation. 
Perhaps the route of the canal 
can be broken with lagoons and 
ponds. But even if these ends 
are gained, construction of the 
canal and dike will irreparably 
scar the terrain. Work is to 
start in 1974. 

As if this weren't enough, 
plans have been announced for 
a 124-unit development to the 
west of the entrance road 


i 


Wright laid out for Taliesin in | 


the 1930's. Amazingly, nothing 
has been heard from an oil re- 
finery or a motel chain. 

At a moment like this, one 
would do well to read over 
Pietro Belluschi'S comments ear- 
ly this spring 


in announcing | 


that Taliesin West had been ; 


given the American Institute of 


Architects’ 25 Year Award: “The · 


years have not diminished its 
elemental quality. More than 
other works by this master, it 
shows how to grasp the mood 
of the land and transform it 
into a place of harmony and 
beauty. Here one understands 
the magic of man's primeval re- 
lationship to nature." 

You sort of have to wonder 
what in the world the Bureau 
of Reclamation is in the business 
of reclaiming. 


THE COLORADO LANDSCAPE 

The nine firms competing in the 
architectural competition for the 
design of the Johns-Manville 
world headquarters collected up 
to $20,000 apiece for their ef- 
fort. 
tive in Cambridge, as everybody 


must know by now, was the | 


winner and work is going ahead 
to determine the exact site of 
the building and its amenities 
on the 200 acres set aside for 
them. Johns-Manville owns the 
remaining 10,000 acres (a form- 
er ranch) around what will be- 
come the HQ site. According to 
W. R. Goodwin, President of 
Johns-Manville, the ranch will 
remain undisturbed. 

TAC 
cerned with the effect the 476,- 
000 sq. ft. building, parking for 
1,700 cars, greenhouse, roads 
and utility lines will have on 
the site, and the firm is recom- 
mending that a program of raw 
water management be under- 
taken along with construction. 
Water is scarce in the area 
anyway, and since construction 
will lead to increased runoff, 


the runoff can be controlled ' 


and used for landscaping, pools, 
fire protection, irrigation, air 
conditioning and even feeding 
cattle. 

Part of the parking (700 cars) 
will be on the roof of the head- 
quarters building. 1,000 more 
parking spaces wil be on 
banked, terraced decks sculpted 
into the hill behind the building. 
Helices seen at either end of the 
structure lead to the roof park- 
ing area. 

Because of the heat and sun 
glare on the elevated site, pre- 
liminary design plans suggest 
bands of insulating glass 
(sheathed in a polished alumi- 
num insulated skin) be extended 
across the facades facing the 
valley. Moreover, these glass 
areas will be recessed and 
shielded by vertical sun screens. 

But what impressed the jury 
most about the TAC approach 
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The Architects Collabora- . 


is understandably con- ; 


When it comes to roof deck protection, Atlanta's 
C & S Bank has it! All-weather Crete insulation. The 
insulating dry fill that's compacted in place. No seams. 
, Just one monolithic blanket that's sloped to the 
Atlanta S C & S Bank drains providing thermal protection as well as positive 
water drainage. All-weather Crete, applied by licensed 
protects money. applicators, is one of those unique building materials 
that provides the architect with an outstanding, 
All-weather Crete trouble-free roof deck insulation, the contractor with 
= a fast job (no curing with All-weather Crete), and 
insulates the bank the owner with a maintenance-free roof deck that 
protects and saves fuel costs year after year after year. 
and the money. Get the facts — see why most of this nation's 
outstanding architectural achievements utilize 
All-weather Crete for roof deck and plaza insulation. 
Contact Silbrico Corporation, 6300 River Road, 
Hodgkins, Illinois 60525, (312) 735-3322, or see 
Sweets for the address of your local applicator. 


SILBRICO 


CORPORATION 


C & S Bank, Atlanta е Aeck Associates, Inc., Architects € Alexandre Georges, Photographer 
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Johns-Manville headquarters. 


was the concern for and the 
advantage taken of the stun- 
ning natural site. Workers in 
the building will look out across 
the valley to the snowcapped 
mountains to the north. Re- 
garding the entries in general, 
the jury said: "Given a land- 
scape this remarkable, it is prob- 
ably not surprising that the most 
important element in the jury's 
judgment involved the use of 
the site. А competitor's philos- 
ophy and response to nature and 
his feeling for the setting was 
clearly evident in his solution. 
His attitudes toward access, 
parking, and siting of structures 
had to be the prime determi- 
nants in establishing his concept. 
Few seemed successful in this 
respect, demonstrating that ur- 
ban architects given a natural 
setting of this scope and dimen- 
sion can experience difficulty 
with the quintessential problem 
of the man-made environment 
meeting nature. This being the 
crux of the matter, one scheme 
is clearly outstanding." 

Total cost for building and 
site preparation is expected to 
be about $24 million. 

Jurors for the AIA sponsored 
competition were: Theodore C. 
Bernardi, architect; Robert L. 
Geddes, architect; W. R. Good- 
win, president, Johns-Manville; 
Hubertus J. Mittmann, land- 
scape architect; Harry M. Weese, 
architect; and John B. Rogers, 
professional advisor. The nine 
architectural firms participating 
in the competition were: Welton 
Becket and Associates, Chicago; 
Caudill Rowlett Scott, Inc., 
Houston; Vincent G. Kling & 
Partners, Philadelphia; Neuhaus 
Taylor, Houston; I. M. Pei & 
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Partners, New York; William 
L. Pereira Associates, Los An- 
geles; RTKL, Inc., Baltimore; 
Sert, Jackson and Associates 
Inc., Cambridge; and TAC, Cam- 
bridge. To a sublime group, our 
congratulations. But to TAC, 
especially—our respects. If ar- 
chitecture is to be led out of the 
wilderness, the hinterlands of 
Denver is a good place to start. 


LANDMARKS — 


MORE SPACE FOR THE FRICK? 
The Frick Collection is probably 
one of the finest small museums 
in the world, and it has a grand 


рани 


, Widener House. 


building, designed in 1914 by 
Carrere & Hastings as a resi- 
dence for Henry Clay Frick, 
then renovated to become a mu- 
seum by John Russell Pope in 


1935. It stands behind a formal 
garden on New York’- Fifth 
Avenue, and the tranquility 


(some might say blandness) of 
its facade belies the current tur- 
moil within. 

A small museum is an anach- 
ronism and the pressures on 
the Frick are enormous. “The 
museum was designed in the 
days when we expected 50 visi- 
tors а day," Edgar Munhall, 
joint acting director of the mu- 
seum explained recently. “Now 
we get 1,700 visitors a day and 
we need cloakrooms, lounges 
and services areas for them." 
With this in mind the Frick in 
1972, purchased the Louis XV 
style townhouse next door at 
5 East 70th Street. Earlier, in 
1946, the museum had pur- 
chased and demolished the build- 
ing at 7 East 70th, and earlier 
still in 1940, it bought and razed 
the house at 9 East 70th. These 
adjustments took place before 
New York had a landmarks 
law. When the museum bought 
the Widener house at 5 East 
70th from the estate of the late 
George D. Widener, a Philadel- 
phia trolley car heir, it was 
with the idea of building a new 
museum wing on the sites of 
5, 7 and 9. This wing would 
include offices, an auditorium, 
conservation and photography 
facilities and the enlarged pub- 
lic facilities. The idea is still 
valid but under the landmarks 
law the route is no longer di- 
rect. 

Although the Widener house 
(designed by Warren and Wet- 
more in 1911) was not a desig- 
nated landmark the Frick build- 
ing was, and the landmarks 
Commission requested the mu- 
seum apply for a "certificate 
of appropriateness" showing that 
the facade of the museum wing 
exposed by the demolition of the 
Widener house would be in 
keeping with a landmark. In 
June the Frick unveiled sketches 
by Innocenti & Webel, who de- 
signed the Frick's Fifth Avenue 
garden. The plan calls for a 
fence along the street similar to 
the one in front and trellises, 
poplar trees and rose bushes 
around the other three sides 
of the garden. The landmarks 
Commission was pleased and 
demolition will go ahead at a 
cost of $200,000. 


EXHIBITS 


IT'S ALL IN THE FAMILY 

An architectural exhibit is 
tricky. 
the selected content becomes 
critical, particularly considering 
that these exhibitions reach a 
public not exposed to other ar- 
chitectural media. The Museum 
of Modern Art's exhibit, “Ап- 
other Chance for Housing: Low- 
Rise Alternatives," demonstrates 
the pitfalls of ап exhibition 
when a museum ignores its 
larger public responsibility. 

Not that any one can fault 
the honorable intentions of a 
show. It demonstrates to the 
public and governing officials 
that people can be housed in 
four-story buildings at a density 
of 240 persons per acre. (The 
density in high-rise districts of 
Manhattan is estimated to be 
somewhere between 400-450 per- 
sons per acre.) 

The amenities and built-in se- 
curity, the community spirit and 
sense of propriety that such a 
solution affords have been well 
documented in sociological 
studies. 

The show is comprised of two 
projects intended to be built 
under the aegis of the New York 
State Urban Development Cor- 
poration. Of the two specific 
applications, one for the Browns- 
ville section in Brooklyn com- 
prises 626 low and moderate in- 
come dwelling units sited on 12.5 
acres of a 57-block renewal 
area; the other has 324 dwelling 
units on 9.8 acres called Едх 
Hill in Staten Island. At présent, 
Brownsville is under construc- 


tion; Fox Hill, however, has not ' 
yet been approved. Both were | 
designed by the Institute for ; 


Architecture and Urban Studies, 
and represent specific applica- 
tions resulting from a prototype 
study made by the Institute in 
collaboration with and funded by 
the UDC. 

Also on view is the prototype 
project that resulted from the 


"Low-Rise High Density Study" | 


the UDC and IAUS undertook. 
Featured in the four-story struc- 
ture are private entrances for 
half the apartments, public en- 
trances serving only several 
apartments and duplex layouts 
with gardens or terraces. The 
architects involved in the proto- 
type study were Kenneth Framp- 
ton and Peter Wolf of IAUS, 
Theodore Liebman, Anthony 


(Continued on page 27) 
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Since there are so few, ! 
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Joy axial fans offer you this big design advantage 
over conventional centrifugals of equal performance. 


Joy believes air moving systems should be built 
in, not built around. And the Joy Axivane9 fan 
makes a “built in" system possible. Constructed 
around the motor, the Axivane fan features in- 
duct mounting to eliminate duct turns, offsets and 
plenum boxes. 


Result: Smaller equipment rooms. More usable 
space! 


In addition to saving up to 7096 in space, the 
Axivane fan offers these additional benefits: 


UP ТО 5096 LESS WEIGHT 
permits reduced structural requirements. 


LOWER INSTALLATION COSTS 
thanks to a pre-adjusted, self-contained package 
delivered in one piece for easy, fast installation. 


QUIET OPERATION 
sound attenuation is much simpler with the higher 
frequencies of the Axivane fan. 


LOWER OPERATING COSTS 
due to greater operating efficiencies. 


ADJUSTABLE BLADES 
provide a wide operating range. 


CONTROLLABLE PITCH IN VAV SYSTEMS 
for maximum energy savings automatically thru 
blade pitch control at partial loads. 


Yes, you'll have room to spare when you specify 
Joy Axivane fans. For additional information, con- 
tact Joy Manufacturing Company, Air Moving 
Products, New Philadelphia, Ohio 44663. In 
Canada: Joy Manufacturing Company Ltd., Alpha 
Fan Division, Winnipeg, Manitoba. 
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(Continued from page 25) 


Pangaro and J. Michael Kirk- 


land of the UDC. The Browns- | 
ville scheme was designed by | 


Arthur Baker (IAUS), Framp- 
ton and Wolf; Fox Hills was 
designed by Baker, Peter Eisen- 
man (director of IAUS) and 
Wolf. 
ciates are associated on 
Brooklyn scheme. 

In the Brownsville project, 


the 


moderate and low-income peo- | 


ple (the UDC was able to ob- 
tain some remaining 236 monies) 


will be housed in zero- to five- . 


bedroom duplexes and flats. The 
mix is distributed so that the 
majority of apartments have two 
and three bedrooms, an obvious 
necessity in attaining the 240 
person per acre density the 
project boasts. The larger apart- 


David Todd and Asso- : 


ments—three to five bedrooms— | 
are duplexes with private gar- . 


dens or balconies. But 378 of 
the total 626 units are zero- to 
two-bedroom units without gar- 
dens, terraces, or multi-level 
plans. (They are floor-through, 
however.) 

The architects have designed 
the light gray brick structures 
to form perimeter walls around 
this site so that housing turns 
inward onto an open public 


space in the core of the block. | 


However, mews units have also 
been placed in this interior 
space, so that public open space 
is actually rather minimal, and 
only occurs at certain points, 
where it can easily be appro- 
priated as the "turf" of adjacent 
units. 

It is also interesting to note 
that the prototype called for de- 
pressing the duplexes' ground 
floor levels containing bedrooms 
a half-level below grade. Occu- 


pants entering from the street | 


therefore climb a half-level to 
the living areas, where they can 
have easy surveillance of the 
street without loss of privacy. 
The rear garden court of the 
prototype is also at grade, there- 
fore a half-level up from the 
bedrooms, and a half-level down 
from the living quarters. Some- 
where along the line the UDC 
reportedly pushed for bedrooms 
above, living areas below, and 
won—for 50 percent of the 
units. For some unknown rea- 
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son this decision to flip these 
ground-level units (the way the 
project will actually be built) is 
not indicated in the museum's 
visual presentation. 

One change (actually a sacri- 
fice) between the prototype and 
actual Brooklyn application does 
make it into the show, yet the 
reason for the change is unex- 
plained. Instead of the ground 
level quarters being depressed 
a half-level below grade, they 
will be depressed only a third- 
level. Instead of the garden 
court being placed at grade, a 


| half-level between ground level 


quarters and first floor quarters, 
it too is depressed a third-level. 
Thus the units with bedrooms 
on the ground level will have 
their gardens located almost a 
full flight down from the living 
area. Also because of this de- 
pression, garden courts are even 
more 
Open space. Privacy is thus en- 
sured, but is after all a rather 
middle-class notion. Chances and 
opportunities for casual meeting 
and mingling would seem to be 
diminished. 

Except for these points, the 
Specific application in Browns- 
ville follows rather closely that 
of the prototype. In the Fox 
Hil scheme, the connection is 
less apparent. For one thing 
Fox Hills has approximately 
half the density (31 dwelling 
units per acre, or 120 persons). 
The architectural treatment too 
differs: Fox Hills displays a nice 
System of set backs so that each 
of the flats has a terrace, and 
each of the duplexes has a gar- 
den (front and back). Because 
the scheme obviously didn't 
have to respond to the same 
high density criteria as Browns- 
ville, it can provide more amen- 
ities, and a more varied formal 
expression of the architectural 
elements. But 


segregated from public | 


if the low-rise : 


projects are supposed to relate : 
to the Low-Rise High Density : 


study, why is a Low-Rise Low 
Density scheme displayed? 
Another question occurs: 
Given the facts that the inten- 
tions are good, that the archi- 
tecture attains a high level 
formally and that the schemes 
are being built, why have these 
two projects been so singled 
out? There are other low-rise 
projects 
good, or solve the problems 
equally well. These exhibited 
projects do not provide the end- 
all answer in terms of density, 
economy (reported to be about 


that are equally as | 


Model of Marcus Garvey Park Village, Brownsville, Brooklyn. 


$30,000 per unit cost but rum- 
ored to be $45,000), sociological 
criteria with particular reference 
to public and private open 
spaces in Brownsville or to the 
open parking or even aesthetics. 

The Institute, a private, non- 
profit research, education and 


development agency with inde- | 


pendent funding, was once al- 
lied closely to MOMA. In fact 
Arthur Drexler, Director of the 
Architecture and Design De- 
partment and director of the 
show, is still Chairman of the 
Board of the Institute. Both 
organizations also share some of 
the same benefactors. 

The UDC and MOMA also 
have some of the same Бепе- 
factors in common, eg. the 
Rockefellers. So it is not sur- 
prising that some speculation ex- 
ists that MOMA was instrumen- 
tal in getting the Institute (not 
known for its large-scale 
built projects) hooked up with 
the UDC, using the show in the 
Governor's pinakothek as bait. 

This kind of exhibit has a 
larger responsibility. Many low- 
rise, high-density projects have 
been built in recent years—a 
number in the Western Addition 
Redevelopment Area in San 
Francisco, others in Boston or 
New York (such as John Ciar- 
dullo’s Red Hook housing in 
Brooklyn, or Werner Seligmann’s 
housing for the UDC in Ithaca). 
All these schemes explore and 
solve (or raise) issues impor- 
tant to low-rise housing—densi- 
ty, parking, public/private open 
space, layout, to name a few. 
A genuine low-rise alternative 
show would examine all these 
responses, and present a range 
of those that answer most suc- 
cessfully these issues. 


CHICAGO IN MUNICH 


Starting on July 23, the State 
Museum for the Applied Arts 
in Munich, Germany—Die Neue 
Sammlung—will have an exhibi- 
tion of “100 Years of Architec- 
ture in Chicago—Continuity of 
Structure and Form.” Photo- 
graphs, plans, models of both 
completed and contemplated 
projects, and a file of working 
drawings take Chicago architec- 
ture from the early days of the 
Chicago School until today. 
The exhibit, which will travel 


; to other European cities later 
: this year, 


illustrates Mies' in- 
fluence on the principles de- 
fined by the first Chicago School. 
Work of several Chicago of- 
fices is included: Skidmore, Ow- 
ings & Merrill, C. F. Murphy 


; Associates, David Haid Associ- 


ates and others. 

Oswald W. Grube, author of 
Industrial Buildings and Fac- 
tories, an architect who worked 
for a few years in the Windy 
City, put the exhibit together in 
collaboration with Wend Fischer, 
director of Die Neue Sammlung. 


TRANSPORT - 


| THE BICYCLE CRAZE 


"Bikes are sexy," says a Boston 
graphic designer we know, who 
has a red ten-speed Italian bike. 
"They attract girls. It's not so 
much that mine is red. It's the 
white sidewalls.” 

"I finally gave up riding my 
bike in the city," says a pretty 
New York magazine editor. “It 
was attracting too much atten- 
tion. At every stoplight some- 
one would come over and ask 


(Continued on page 30) 
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Do you have a building 
design that helps 
conserve our nations fuel? 


Show our Awards Jury a building design that helps 
conserve energy-and you could win one of the Energy 
Conservation Awards Owens-Corning will present this year. 


The Awards Jury will be looking for three 
things: Creativity. Originality. And most 
important—designs that save energy. 

Too many buildings waste fuel and 
contribute to environmental pollution. 

By offering Energy Conservation 
Awards, Owens-Corning hopes to stimu- 
late new ways to conserve energy. It also 
lets us honor the architects and engi- 
neers who do the best job of designing 
buildings and mechanical systems 
that conserve fuel. 


Who can enter. 


Any registered architect or profes- 
sional engineer practicing in the U.S. is 
The Owens-Corning 1973 Energy Conservation eligible. As an individual. Or in a team. 


Award: “Triangles,” a Steuben Crystal sculpture е 
that captures and reflects light from multiple Butto qualify, your entry must be a com- 


triangular planes. missioned building project—in the design 


*T.M. Reg. O.-C. F. 
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pleted structure. 


Although Fiberglas* products are an Awards Jury. 
excellent way to conserve energy, their 
use is nota requirement. 


Four entry categories. 


A winner will be selected in each of yf Service Administration, 


these categories: 


Institutional—schools and hospitals, 


for example. 
Commercial—office buildings, shop- xr iden LU Mie 
ping centers, retail stores, and similar Dallas 
structures. 
Industrial —including manufacturing 4 
plants, research centers, warehouses. ЕР ee E M 
Governmental—post offices, adminis- gomery Ward, Chicago. 


trative buildings, and military structures 


to name a few. 


The Awards. 


Winning architects and/or engi- 
neers will receive the Steuben Crystal 
sculpture “Triangles.” Owners or clients 
associated with winning entries will 
receive other Steuben Crystal awards. е, пеегіпо, Pennsylvania State 


Send for entry details now. 


Completed entries must be submitted 
by August 31, 1973. Winners will be 
selected in September and notified in VTN Consolidated Ino. 


early October. 


For a brochure giving complete de- 
tails, contact your local Owens-Corning 
representative. Or write |. H. Meeks, 


| : Synergo Co., Philadelphia. 
Owens-Corning Fiberglas Corporation, : 
Fiberglas Tower, Toledo, Ohio 43659. 


process, under construction, or a com- 


The distinguished 


Winners will be selected by: 


Walter A. Meisen, Assistant 
Commissioner Public 
Buildings Service, General 


Washington, D.C. 


Robert B. Hollister, Vice 
President, Turner Construc- 
tion Co., Cincinnati. 


Professor Gifford Albright, 
Dept. of Architectural Engi- 


University. 


John A. Vincent, Project 
Engineer, Energy and 
Process Systems Division, 


Irvine, Calif. 


Frank M. Lebman, President, 


OWENS/CORNING 


Owens-Corning is Fiberglas FIBERGLAS 


TRAUE MARK 


On Reader Service Card, Circle 315 


29 


ACET 


page 27) 


(Continued from 


Transport of the future? 


me about it." 

There are of course almost 
as many reasons for riding a 
bike as there are people who 
ride them. Last year in the 
U. S. between 1114 and 13 mil- 
lion bikes were sold (depending 
on whose figures you use) mean- 
ing that for the first time since 


the early years of the century · 


more people jumped onto a new 
bike than into a new car. 
Why? Some ride because 
they say it preserves their sanity 
in a world gone mad. Some like 


the competition, riding in packs : 


around closed courses, heads 
down, legs pumping  rhyth- 
mically. A few are in it for the 
equipment. They are endlessly 
taking their bikes apart and 
putting them together 
filing out their tubular frames, 
adjusting tire pressure and dis- 
cussing the advantages of de- 
railleur change speed gears or 
the Sturmey Archer hub gear. 
There can be little doubt that 
for short distances a bike is a 
freer, more sensual means of 
transport than a ride in a steel 
box. 

It is also the most efficient 
means of transport known. And 
this factor in an energy con- 
Scious age is no small one, 
whether it is generally recog- 
nized or not. Engineer and bike 
enthusiast S. S. Wilson writing 
in Scientific American explains 
the energy factor this way: 
"When one compares the energy 


consumed in moving a certain | 


distance as a function of body 
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again, | 


weight for a variety of animals 
and machines, one finds that an 
unaided walking man does fairly 
wel (using about .75 cal- 
Orie per gram per kilometer), 
but he is not as efficient as a 
horse, a salmon or a jet trans- 


With the aid of a bicycle, 
however, the man's energy con- 
sumption for a given distance 


port. 


is reduced to about a fifth 
(roughly .15 calorie per gram 
per kilometer). Therefore, apart 
from increasing his unaided 
speed by a factor of three or 
four, the cyclist improves his 
efficiency rating to No. 1 among 
moving creatures and machines." 

It is ironical that the bicycle, 
the first machine to be mass 
produced for personal transpor- 
tation, helped make the motor 
car possible. Early cars ran on 
roads that had been improved 
for bikes and many technical in- 
ventions made for bikes such as 
the tubeless tire and the differen- 
tial, became standard parts of 
cars. Now it is probably the 
car as much as anything else 
that is spurring the return to 
bikes. Bikes make no noise, 
Spew no evil smell. If you ride 
consistently, you may end up 
with a waistline that looks, in 
the right light, like Mohammed 
Ali's or Jill St. John's. 

Enough pressure has come 
from bike riders to make poli- 
ticians respond. Across the 
U. S. cities and states are start- 
ing to plan for bikes as trans- 
portation and to raise the money 
needed to implement the plans. 
* Oregon siphons off one per- 
cent of its gasoline taxes for 
bicycle paths. 

* Aspen and Denver, Colorado, 
have started construction of spe- 
cial bike lanes through city 
Streets. So has David City, Cali- 


j 


fornia, a city of 25,000 people 
and 18,000 bikes. 
е А bill before Congress, рго- 
posed by Rep. Alphonzo Bell of 
California, would call for bicycle 
racks in 450,000 government 
buildings. 
е Two bills, one in the House, 
one in the Senate, call for the 
tapping of the Highway Trust: 
Fund to build bicycle paths, 
shelters, parking facilities and 
traffic control devices. 
e The Transportation Depart- 
ment has plans to link bike 
trails into the Bay Area Rapid 
Transit System. Bikers could 
ride up to a station, lock up 
their bikes in special racks or 
rooms and catch the next train. 
* Ann Arbor, Michigan, earlier 
this year approved an $800,000 
bond issue for the creation of 90 
miles worth of city bike lanes. 
These efforts are not without 
difficulties. For one thing they 
are expensive. А recent study 
in Atlanta showed that a full 
bikeway network for that city 
would cost $20 million. If in- 
stead they painted off bike 
lanes on city streets it would 
cost only $2 million. But bike 
lanes on city streets are not 
that safe. According to Califor- 
nia highway patrolman, Robert 
Rieber, who spoke at a recent 
bike conference, some 25,000 
Californian cyclists will be killed 
or injured there this year. Cars 
and bikes don’t mix. But then 
neither do cars and others cars. 


TOURISM - 


ON THE ADRIATIC 


Edward Durell Stone's design 
for a resort community on the 
Yugoslav coast shows nine ho- | 
tels built into the hillsides of | 


a peninsula, not far from the 
walled city of Dubrovnik. Ever 
since he saw the Taj Mahal, 
Edward Stone has tried to make 
his buildings white and these, 
to be constructed of off-white, 
poured concrete are not really 
exceptions. The site has high 
cliffs overlooking the sea, olive 
groves, stands of pine, rocks 
and shrubs. These will be kept 
and augmented by landscaping 
being planned by Edward D. 


Stone, Jr. and Associates. Walk- 
stone will 


ways of off-white 
connect the hotels with one 
another, with market centers, 
with restaurants, the sea and 
an open air theater and play- 
grounds. 

Babin Kuk, which means 
“grandmother’s hip,” is the name 
of both the 500-acre peninsula 
and the development. The com- 
munity will accommodate 5,000 
overnight guests and 3,000 day- 


time visitors in a blend of the | 
old and the new. Cars will be | 


banned from the grounds, for in- 
stance, and the hotel buildings, 


all of which are three stories, | 


will have entrances on the sec- 
ond level, eliminating elevators. 
On the western tip of the penin- 


sula will be a luxury hotel, sur- : 
for | 


rounded by а green-belt 
privacy and protection from the 
Adriatic winds. Four hotels will 
be Category A hotels and 
another cluster of four, to 
be used only in summer, will 
be Category B. 


Owned by HTC Babin Kuk- : 


Mincetta, a Yugoslavian firm, 
the resort is being financed by 
the World Bank and by the 
Privredna and Dubrovnik banks 
in Yugoslavia. Yugoslavian 
architectural associates on the 
project are from the cooperative 
Architektonski Biro Centar 5l. 

(Continued on page 32) 


Adriatic resort by Edward Durell Stone. 


MISCONCEPTION: 


With building costs so high, electric power 


companies should cut dow 


Electric utilities can't 
put off building gen- 
erating and transmis- 
sion facilities until 
construction costs and 
interest rates decline. 
We must provide 
electricity, whenever 
and wherever our 
customers need it. 
The demand for 
electricity in the area 
served by The 
Southern Company 
system has doubled 
in less than eight 
years and is 


Model of nuclear reactor vessel at one of The Southern Company 
system's nuclear-fueled generating plants now under construction 


n on construction. 


We're caught in a 
tight time-table of 
reality. It takes from 
four to five years to 
build a new 
generating plant — 
and up to ten years 
for those that are 
nuclear-fueled. We 
must build plants 
today, despite 
inflationary costs, so 
that we'll be able to 
meet our customers’ 
future power 
requirements. 

If you'd like to 


expected to double again by 1980. To know more, write for our pamphlet оп 
meet this growing demand, the system construction. The Southern Company, 
will require some 3 billion dollars for Dept. 342A, P O. Box 720071, 
construction over the next three years. Atlanta, Georgia 30346. 


The Southern Company system: working toward tomorrow, today. 


Alabama Power Company Georgia Power Company Gulf Power Company Mississippi Power Company Southern Services, Inc. Southern Electric Generating Co 
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CONSERVATION 


ADIRONDACKS THREATENED 

If it's open land—pave it! 
seems to be an emotional ap- 
peal heeded by developers and 
bureaucrats alike. One of the 
largest underdeveloped tracts of 
land east of the Mississippi is 
in New York's Adirondack Park. 
Its six million acres make it 
about the size of Vermont, but 
3.7 million of those acres are 
privately owned. Not bad in it- 
self, private ownership means 
that the land can be sold to 
those who would pave it, and 
that, of course, is what is being 
done. 

This Spring, a hastily passed 
state law limited the area to a 
maximum population of 2 mil- 
lion persons and detailed land 
use precisely. The privately held 
acreage will be placed under 
stiffer controls than those im- 
posed by individual communities. 

But passage of the bill was 
not without controversy, and 
Governor Rockefeller had to 
veto a bill to delay the plan 
for a year before it could be 
signed into law. 

The development that brought 
things to a head was a plan 
for 24,345 acres to be turned 
into some 9,000 lots for from 
21,000 to 35,000 persons. It was 
the scheme of a major developer 
from the southwest, who may 
now have tougher sledding. 

But others are not to be put 
off so easily. A tract of 18,500 
acres north of Tupper Lake in 
the midst of the park may be- 
come a second home community 
for 20,000 because the town's 
zoning laws were enacted be- 
fore July 1971 and so are not 
effected by the new bill. 

Already a stricter law is 
needed. Stewart Udall, former 
Secretary of the Interior was 
only stating the obvious, when 
he said, "If the large scale land 
speculators are allowed to in- 
vade the Adirondack Park with 
their lot sales schemes, this 
could mean the gradual dismem- 
berment and degradation of one 
of the nation's finest conserva- 
tion resources." 


EVENTS 


THE KENNEDY LIBRARY 

Long awaited, the design of the 
John F. Kennedy Library, to be 
built on the Charles River in 
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Cambridge, Mass, was an- 
nounced in late May—sooner 
than expected to coincide with 
JFK's birth date. Аз seen in 
the model by I. M. Pei and Part- 
ners, the design is a combined 


Trade Center, which had held 
the title briefly, by 100 feet. 
As part of the ceremonies, 
four electricians, calling them- 
selves the “Tower Bums”, belted 
out a tune they had composed 


Model of the Pei designed museum. 


public archive and public monu- 
ment; indeed, there are two dis- 
tinct facets to it. One will house 
the Kennedy archives, Harvard’s 
Kennedy School of Government 
and the Institute of Politics. It 
is a five-story (55-ft.-high) 
right-angled building with a 
dramatically curved facade fac- 
ing a multi-leveled courtyard 
and a museum. The museum is 
a pavilion - style building cov- 
ered by an 85-ft.-high truncated 
glass pyramid. 

Although the heights and 
spaces will be in scale with the 
neighboring Harvard University 
buildings, the site (5.25 acres 
for the Library) is a relatively 
large one and many neighbors 
are concerned the institution 
will draw more than the some 
600,000 persons per year, the 
official estimate. If neighborhood 
fears are correct the 400 planned 
parking spaces may be woefully 
inadequate. These and other 
community-related aspects of the 
scheme are still being negotiated. 
And it looks as though it will 
be several more months before 
the final configuration of the 
complex is set. 


BIG THINK 


AND NOW WHAT? 

In early May, a 35-ft. white 
steel beam, carrying the signa- 
tures of thousands of Sears, 
Roebuck & Co. employees, was 
hoisted into place at the high- 
est point of the Sears Tower, 
1,454 feet above Wacker Drive 
in downtown Chicago. Its steel 
work completed, the Tower be- 
came the tallest building in the 
world, surpassing the World 


for the occasion. It's lyrics 
went like this: "She's the tall- 
est rock built from the smallest 
rock, she's not a hand-made 
rock, though she's a man-made 
rock." Puzzling though the 
song may have been, there is 
nothing puzzling about the Tow- 
er itself or its seeming effici- 
ency. 

Its structure is what designer 
Bruce J. Graham of the Chi- 
cago office of Skidmore, Owings, 
& Merrill describes as a “bun- 
dled tube system." Nine tube- 
like frame structures (columns 
are placed on the perimeter and 
at the core, leaving interior 
space free) are bunched like a 
bundle of sticks. But only two 
of these tubes rise to the top 
of the building. Two stop at 
the 50th floor, two at the 66th 
floor and three more at the 
90th. 

With 4.5 million sq. ft, it is 
the world's largest private of- 
fice building. And when com- 
pleted sometime next year 
(Sears employees will start 
moving into the lower 44 floors 


Sears Tower topped out. 


late this summer), it will house 
16,500 workers. 

An all electric building, the 
Tower will have its own power 
center, said to be large enough 
to supply a city the size of 
Rockford, which is the second 
largest city in Illinois. In fact, 
18 floors, 15 above, three below 
ground, are devoted to mechan- 
ical support systems. There 
will be 103 high speed elevators, 
16,000 bronze tinted windows, 
145,000 light fixtures. 

The  obligatory observation 
deck will be on the 103rd floor, 
beneath seven floors of mechan- 
ical penthouse, but even the 
103rd floor, Sears officials quick- 
ly point out, is higher than any 
other building. 


STREETSCAPES 


CALDER FOR MIES 


A new Alexander Calder stabile 
will rise a  venturesome 53 
ft. above the plaza of the new 
42 story Federal office building 
in Chicago next year. Calder, 
for whom Chicago's winds posed 
a special artistic problem, had 
to thicken and strengthen parts 
of the sculpture. “This is sup- 
posed to be a stabile," he said, 
"But we have to be careful it 
doesn't become a mobile." 
Calders fee ($250,000) and 
the cost of construction and 
erection ($75,000) come from 
the General Services Administra- 
tion's arts program under which 
one half of one percent of a 
GSA building's cost is set aside 
for art. This is the first time 


the art budget has been used, 
and it appears to have been used 
well. 

The stabile will become an 
ornament of the three building 
Federal complex, which besides 
the new office structure includes 


(Continued on page 98) 


ZONOLITE? Masonry Fill Insula- 
tion, poured into cores or cavities 
of masonry walls, usually reduces 
heat loss by 50%—and more in 
some cases. 

To the owner, this means his 
insulation cost is paid back to him 
in two or three years. Then savings 


The new ЕНА standards for 
multi-family housing require 
masonry walls to have a heat loss 
factor ("U"' value) no higher than 
.17. ZONOLITE Masonry Fill is 
the most economical way to bring 
block walls into conformance—as 
low as 17 cents per square foot 


installed, for 8" block. 


In addition to cost savings, 
consider these important features: 


Improves comfort—Inside wall 
temperatures are increased up to 
13°F. in winter. Body-to-wall 
radiant heat loss is reduced. 
Greater comfort results. Summer 
conditions are improved, too. 
Increases fire resistance— Adding 
ZONOLITE Masonry Fill to a 
2-hour fire-rated lightweight block 
gives more than four hours extra 
protection—earns 4-hour UL rating. 
Cuts sound transmission— Users 
report that Masonry Fill in exterior 
or party walls improves the sound 
resistance. 

For full information, contact your 
ZONOLITE sales office. Or send 
for booklet МЕ-164А, to Construc- 
tion Products Division, W. R. Grace 
& Co., 62 Whittemore Avenue, 
Cambridge, Mass. 02140. 


GRACE. 


Da CONSTRUCTION PRODUCTS 


continue year after year. А fact 
that should be of importance to 
every specifier or builder. 

Heating and cooling savings are 
impressive in every area. Example: 


Chicago Atlanta Mpls. Phila. Denver 


Combined 
Heating/ 
Cooling 


Savings* $6400 $3500 $8150 $6450 $5400 


Installed 
Cost of 


Insulation 1700 1700 1700 1700 1700 


Average 
Annual 
Return on 
Insulation 
Investment 38% 


21% 48% 38% 32% 


*10-year savings from insulating walls; 8” lightweight block; 
2-story office building, net exterior wall area 10,000 sq. ft. 


‘For every dollar invested 
ZONOLITE Masonry Fill 
Insulation returns: ` 
up to 4876 every year. 
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Comes to Life Bl ^. 


Presenting the 1972- 73 Design In Steel Awards 


Steel. As flexible in its myriad applications as the 
mind of the creative individual who shapes it to his 
needs, The architect, for example, bringing steel 
to life. 


Testimony to steel's importance in creating the 
structures of our world are these award-winning 
designs. 


A home of steel in New Jersey, in perfect harmony 
with its natural surroundings. 


An electrical sub-station in California, with power 1 Le 
lines resting on 80-foot tall "portal" towers of steel. "— 


А four-building cluster in Toronto that focuses on a 
57-story tower, clad in stainless steel. 


В » O g wa on by Robe ег, а 
All aesthetically superior, and with the strength and a е о аеѕідпеа O ome, пооава by eve 
enduring quality of steel. All possible, thanks to anging g Suga cena Jareda 
creative man's ingenious application of this most SELMAS SSSA TS NS SN E ata ANRE 
useful of all metals. още rame And теге аме ра 

а DS ana rece ea ота е are о ооа 


То these architects, designers, engineers and artists 
and their imaginations, American Iron and Steel 
Institute dedicates its sponsorship of the Design 

In Steel Award Program. 


Awards Judges: 
SEBASTIAN ADLER 


Director, Contemporary Arts Museum, Houston, Texas 22 
ARTHUR N. BEC VAR 222 

Chairman of the Board, Industrial Designers Society of ZZ 

America; Fellow, IDSA 22 Ре 
HAROLD А. BOLZ 22 


Past President, American Society for Engineering Education 
S. SCOTT FEREBEE, JR. 
President-elect, American Institute of Architects; Fellow, AIA 
WILLIAM M. GOLDSMITH 
President, Industrial Designers Society of America; Fellow, IDSA E 
GEORGE F. HABACH ' 3 
Past President, American Society of Mechanical Engineers S 
ROBERT S. HARRIS 
President-elect, Association of Collegiate Schools of Architecture 
THOMAS M. MESSER 
Director, The Solomon R. Guggenheim Museum, New York, 
New York 


GERALD NORDLAND 
Director, Museum of Fine Art, San Francisco, California 


ARTHUR J. PULOS Vale ca AS Ua е 
Executive Vice President, Industrial Designers Society of D ers farther wo за srce CO Зако 
America; Fellow, IDSA я E 

OrOnto е proje D a eaaqua O апаана 

JOHN E. RINNE perial Ba of Co erce a four-building e a 
President-elect, American Society of Civil Engineers; OCUSe а orv Tower. clad ainle ee 
Fellow, ASCE 


MAX 0. URBAHN 
President, American Institute of Architects; Fellow, AIA 


G. Summers 


BEST DESIGN of Low-Rise Construction was awarded to 
members of C. F. Murphy Associates for the planning and 
execution of McCormick Place On-The-Lake, an expansion 
of McCormick Place, the exhibition center undertaken for 
the Metropolitan Fair and Exposition Authority of Chicago. 
Featuring a steel truss roof system supported on 50-foot- 
high columns, the expansion involved 3,390 linear feet of 
steel bulkhead placed in the lake and backfilled to provide 
11 acres of additional parkland. 


Dr. C. Thornton 


A 


J. Rossant L. Zetlin 


W. Conklin, 


BEST ENGINEERING of Low-Rise Construction is shared 
by the engineers of Lev Zetlin Associates and the archi- 
tects Conklin and Rossant for this superbay maintenance 
facility, erected at two airports and expected to serve as 

a prototype for other such structures. Requirements for the 
maintenance facility demanded new and special solutions 
in the development of environmental enclosure systems 
for maintenance operations. 


C. Wiseman 


BEST DESIGN in Public Works is awarded to the 
Architectural Design Section, Southern California Edison 
Company, for this aesthetic electrical sub-station in 
Castaic, Calif. Power lines into the sub-station rest on 
80-foot tall "portal" towers, designed in the shape of a 
croquet wicket. These towers are modular and are added 
to, side-by-side, as the number of circuits increases 


J. Shedd 


BEST ENGINEERING in Public Works goes to Jack P. 
Shedd, Howard, Needles, Tammen and Bergendoff, for 
this 930" long, single-track, railroad bridge, spanning 
Spokane, Washington's Indian Canyon. Considered an 
unusual construction technique for a railroad bridge, the 
composite design with its welded weathering steel box 
girders incorporates optimum function, excellent appear- 
ance and low cost. Over 1,590 pounds of weathering steel 
per linear foot of bridge were used, including eight spans 
ranging from 100' to 150'. The four-span continuous unit 
stands 140' above the canyon floor. 


AMERICAN IRON AND STEEL INSTITUTE 
150 East 42nd Street, New York, N.Y. 10017 
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"In one potato there are mountains and rivers." A Japanese 
poet said it centuries ago. 

Making poetry from potatoes was the passion of John de 
Menil who passed on last June at Houston. 

This Parisian turned Texan had a special kind of energy. 
Leaving school at 17, he went into banking as a messenger, 
worked his way up while earning three degrees and, be- 
ginning 1938, put the oil detection process of the Schlum- 
berger company on a global footing—the wellhead of far- 
flung philanthropy. 

Mr. de Menil's energy was more than financial however. 
It was spiritual. And this example, as much as his generosity, 
helped others acquire and apply it through creative, 
constructive effort. After moving from Paris to Houston 
in 1940, he and his wife Dominique set out to encourage 
innovation in, and communion between, the fields of art, 
Science and religion. These were one field to them, go- 
ing back to the root word religio—meaning to bind together. 

What followed was a cultural Spindletop. 

They set up an art department at Houston's University 
of St. Thomas and brought Philip Johnson to do the campus. 
Moving on, they endowed Rice University's Institute for 
the Arts and, still later, its Media Center. Also reflecting 
the de Menil light are the Houston-based Institute of Religion 
and Human Development, various programs in medical and 
psychiatric research, and a Blacks-to-College fund for 
promising students including an art historian at Yale, 

a medical student at San Diego, and a Houston politician. 
Many more made it through, never knowing where the 

tutoring and tuition money came from. This is only natural 
because Mr. de Menil liked sharing his resources in such 
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Dominique and John de Menil at their Houston home. 
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a way that you ended up thinking they were your own. 

The house Philip did for them out in Houston's River 
Oaks section left you feeling the same way. Far more than 
a showplace, it was thoroughly lived in and became a 
stomping ground for all sorts of saints—film makers, 
folk singers, poets, authors, physicists, physicians, celebrated 
artists and architects, philosophers, theologians, struggling 
students. I say saints, because that is what he believed 
everyone is born to be. 

The house also became the core of an art collection 
ranging 5,000 years—one begun in 1932 with a $10 Picasso. 
This, in turn, became the central asset of the Menil 
Foundation, set up ten years ago—around the time he and 
Dominique became naturalized U. S. citizens. 

The collection, of which Mr. de Menil was curator after 
"retiring" as chairman of Schlumberger in 1970, includes 
art and artifacts of the South Seas, Africa, Pre-Columbia, 
the Indians of the Northwest coast, India, Cyclades, Greece, 
Rome, Byzantium and the Renaissance. Works of cubism, 
surrealism and the more recent experiments in technological 
art also abound. At the end of his life, the de Menils 
were busy adding pieces from the Iron Age and rounding 
out their African and Greco-Roman collections. In this, 
they were awfully well matched. Being the more scholarly 
and organized of the two, Dominique could carry out with 
precision what he offered with reflection. 

Many first rate exhibits here and in Europe were carried 
out, as were catalogues. One project particularly close to 
Mr. de Menil's heart was the three-volume “Iconography of 
the Black," to be published next year, portraying black 
people through their art over time. Another was his sponsor- 
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ship of Roberto Rossellini's 12-part film Science for tele- 
casting in a series of one-hour specials. 

The de Menil embrace of art was not eclectic, as it might 
appear to a casual observer. That embrace was ecumenical. 
However many exhibits they put on the road, however 
many museum installations they sponsored, Mr. de Menil 
was slightly impatient with those neat, curatorial rows 
which Viollet-le-Duc complained about as reducing art to 
just so much “plucked fruit" instead of looking into “Ше 
living tree that produced it." 

In amassing art, he was bent on amassing greater harmony 
among people of different faiths, living in different 
political systems, using art as an ecumenical tool. As a 
close friend recently put it, *He found constant confirmation 
of mankind's innate spirituality everywhere he went"— 
something borne out by his last pilgrimage in 1972 when he 
visited Lebanon, Egypt, West Africa, Iran and India. 

This trip led out of the de Menil project that best sums 
up their sense of life which, need it be said, is basic to a sense 
of art. This is the now-famous Rothko Chapel near the Uni- 
versity of St. Thomas which they endowed as a symbol of 
ecumenism. 

Dedicated 1971, and designed by Howard Barnstone with 
Gene Aubry, the small, monastic structure was described 
by Father Youakim Moubarac of the National Center for 
Scientific Research at Paris, as a “no-man’s land of God's 
truce." 

Fourteen immense, meditative paintings by the late 
Mark Rothko set off an octagonal room which serves as a 
meeting place for the faiths: Jews, Christians, Moslems, 
Buddhists, Shintoists, Hindus, native Africans, Sufis, 
American Indians. 

The Chapel's simplicity is becoming to the common ground 
being sought. In July, for example, it housed a colloquium 
dealing with traditional modes of religious contemplation 
and, as important, modes for modern-day participation in 
solving the spiritual and social problems of the world's 
peoples. Next December there will be an observance of the 
25th anniversary of the United Nations Declaration of 
Human Rights. 

Outside the Chapel, poised in a reflecting pool, is Barnett 

Newman's 26-ft. “Вгокеп Obelisk" in Cor-Ten steel. 
The late Mr. Newman, like Mr. de Menil, considered art 
as moral example, and created the obelisk in 1967 to stand 
outside Washington's Corcoran Gallery, which it did until 
1969. 


Early that year, the Houston Municipal Art Commission, 
hoping to take advantage of a federal program encouraging 
great art in public places, turned to the de Menils to help 
match a government grant of $45,000. Word came back 
that they would give it all if the work were “Broken 
Obelisk," if they were allowed to approve the site, and if 
it were dedicated to the memory of Dr. Martin Luther 
King, Jr. 

The Commission had already chosen a site in front of 
City Hall and didn't want to rock the racial boat. Mr. de 
Menil seemed amenable, suggesting instead that it be 
inscribed, *Forgive them, for they know not what they do." 
Indeed they didn't. Demurring, City Hall came out for an 
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absolutely stunning depiction of America's first moonwalk, 
and thanked the would-be benefactors very much. Mr. 

de Menil had made his point, though perhaps it was not 
his initial intention to do so. The obelisk stands there 
today—an outright gift to Houston, a tribute to Dr. King, 
and a reminder that the better instincts of mankind may 
yet prove to be more tenacious than the worst ones. 

Mr. de Menil really believed in that. And if his kind of 
faith seems out of sorts with what we tend to think of 
as the “real world," remember that the “real world" may 
be out of sorts, failing to believe. He found it very hard to 
look at things as just old or new, black or white, even as 
good or bad. More constructively, he looked at things in 
terms of being fulfilled or unfulfilled, and did his best 
to subdue obstacles for both the individuals and the com- 
rnunities he touched. Raising sights, not monuments, was 
his aim. And to think of him as just a “patron” couldn't 
be wider of the mark he left. 

Remembering back a couple years, he gave a little supper 
&t the house one night. Little suppers, like every other mo- 
rent of the day, were artistic opportunities. Moving into 
the dining room after several hours of good talk, he 
motioned for the lady on his arm to sit down across from 
whatever painting she liked best. It was a big Braque, if 
memory serves. Then, behaving like any old peasant who 
loves having a good time, John de Menil passed around 
the best au gratin potatoes any of us had tasted, before or 
since.—WILLIAM MARLIN 
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ARCHITECTURE 
AND ENERGY 


BY RICHARD G. STEIN 


The energy crisis? The energy 
shortage? These terms are be- 
ing used to describe a situation 
which needs, to say the least, 
more exact definition. 

The energy imbalance? 

There is an imbalance between 
energy use and energy avail- 
ability. It might be said that 
our “crisis” has been brought 
about by having failed to come 
to terms with managing this 
imbalance, with bringing use and 
availability into phase. Doing 
so, or failing to, will have funda- 
mental implications for Ше 
architect and allied professions. 

There is an anomaly amongst 
us, and it has to do with the 
fact that we are designing and 
building structures that are the 
very opposite of what they pur- 
port to be. The underlying 
idea—found in all architectural 
design and criticism—is that de- 
sign decisions derive from pro- 
grammatic needs, and that re- 
sulting building forms derive 
from solving those needs ra- 
tionally, using materials and 
techniques at hand, considering 
their placement in a setting. 

The tremendous increase in 
energy use by these buildings 
has forced a re-examination of 
whether we do, in fact, do what 
we say we do. 

Has our fourfold increase in 
electric energy use, in the past 
two decades, produced a com- 
parable increase in the quality 
of life? 

If not, how do we explain 
the path we have chosen? 

This grating question, encom- 


Mr. Stein, FAIA, is a New York based 
architect and teacher. He would like 
to acknowledge the contributions to 
this article from his associates, par- 
ticularly Diane Serber, AIA. Some of 
this material was developed for the 
AIA Task Force policy statement on 
energy conservation. 


38 


passing most areas of life today, 
is the dilemma underlying this 
and other investigations of en- 
ergy use in building. 

The ‘energy crisis" has be- 
come so familiar through maga- 
zine articles, utility and petro- 
leum advertisements, symposia 
and meetings, that it can be 
written, for all intents and pur- 
poses, as a single word. Certain 
statistics and facts are accepted 
in virtually all such presenta- 
tions; for example, the record 
of energy use to the present time 
in the United States—very well 
documented, very instructive in- 
formation. Future projections, 
estimating recoverable resources, 
are less dependable, although 
there has been a fair amount 
of consistency in these figures 
to date. 

In the course of this article, 
I will not be arguing about the 
existence or the dependability of 
such projections into the future. 
I will be questioning them as 
unfounded, unnecessary and un- 


realistic. Му position is that 
accepting, then working to 
achieve, a continuing, ехро- 


nential energy increase has more 
than a slight touch of madness 
—even if slightly blunted. 

The starting point, or so it 
seems to me, should be to assess 
the national and world energy 
picture. 

The situation in New York 
City, that of chronic brown-outs, 
is being repeated all over the 
United States—in California, the 
Southwest and Midwest. There 
are very few areas not mani- 
festing some’ form of energy 
shortage—in electric black-outs 
and brown-outs, in gas short- 
ages requiring curtailment of 
new installations, in oil short- 
ages resulting in heating emer- 
gencies and industrial shut- 
downs, and in inadequate sup- 


plies of low-sulphur coal for 
power generation. 

This is not just a momentary 
shortage, but one with all the 
earmarks of increasing as а 
crisis for the next two to three 
decades. The only possible al- 
leviation which has been indi- 
cated thus far is that of solving 
the immense technological prob- 
lems connected with fusion or, 
possibly, solar generation. 

For further perspective, there 
has also been a constantly 
mounting level of pollution—the 
heating of air and water, the 
problems of radioactive waste 
management, the difficulties in 
siting new generating facilities, 
the vast acreage needed for 
transmission lines, and the dis- 
proportionately high energy use 
in the United States. 

While the symptoms of short- 
age can be cured by making 
more energy available, the less 
obvious but more fundamental 
symptoms will only be aggra- 
vated by increased energy con- 
sumption. 

I would like to repeat an 
analogy made by Buckminster 
Fuller. Realizing that the source 


of all fuels (all energy) is the ! 


sun, Dr. Fuller has pointed out 
that some sources (like coal and 
oil), formed over long periods 
of time, stored in the earth, are 
analogous to money in a sav- 
ings account. Others which are 


constantly renewed—the sun it- | 


self, wind, wood, precipitation 
or animal labor—are analogous 
to income. He pointed out that 
up until the Industrial Revolu- 
tion, we lived within our ener- 
гу income; only when we be- 


came dependent on a machine ; 


technology did we start dipping 
into our energy savings. He 
concluded that you can't live on 
your savings forever. Something 
everyone knows. 

At present, the greatest (or 
loudest) response to the energy 
crisis seems to be in the direc- 
tion of discovering new, greater 
reserves of fuel, and new 
sources of power. To follow Dr. 
Fuller’s analogy, we’re looking 


for more usable income by de- |! 


veloping such sources as solar 
energy but, in the meantime, we 
hope a rich uncle somewhere 
has left us a lot of oil. 

The suppliers of energy and 
fuels, the enterprises selling en- 
ergy-consuming devices, feel 
that the solution is to continue 
expanding energy use, and to in- 
crease the availability of fossil 
fuels by reducing environmen- 


tal constraints, thus providing 
economic and tax incentives. It 
is thought that by exploiting 
the remaining untapped energy 
sources—off-shore, in Alaska, 


the rest—we will offer a few | 


years more time before condi- 
tions require drastic change. 


Even if there were an abun- | 


dant supply of fuel to be con- 
verted into energy, I feel it 
would be important to question 
every energy use to see whether 
the energy was being efficiently 
provided and used. 

This is especially true for the 
architect. Our actions are not 
just individual, isolated, personal 


ones; they affect the energy used | 
by many people for long periods. ; 


More than a third of all energy 
used today results from previous 
architectural and building deci- 
sions. This fact of energy life, 
SO to speak, can be modified 
somewhat, and the future use 
of energy in new buildings 
sharply reduced, if we alter 
some basic attitudes now widely 
held in the design professions. 


The interchangeable Shortage 


Our consumption of energy has 
been predicated on an inexhaust- 
ible supply. That is the attitude 
we are accoustomed to. 
thermore, it has been predicated 
on a cheap supply. 

The supply, lest the fact es- 
cape you, is neither inexhaust- 


Fur- | 


ible nor, by all accounts, will : 


it remain cheap. 
America is primarily depend- 


ent on fossil fuel as the basic ; 


energy source. Domestic sources 
are dwindling and are becoming 
more difficult and expensive to 
extract. The conversion proc- 
ess, even under the most strin- 
gent controls, creates pollution 
and environmental degradation 
to the air, 
surface. This takes many forms 
—thermal pollution, particulate 
pollution, chemical and photo- 
chemical pollution, and long- 
range changes in the make-up 
of the atmosphere and the pat- 
terns of weather formation. 
Right now, the only other 


significant sources of energy be- | 


ing exploited are hydro-power, 
nuclear power and, to a minute 
extent, geothermal-based power. 
Together, they represent about 
five percent of electrical energy, 
ог about one percent of the to- 
tal energy we depend on. 
Even if the projected prolifera- 
tion of nuclear plants is accom- 
plished, they will constitute a 
minor fraction of our total en- 


water and earth's ! 


ergy requirements in the year 
2000. The bulk will still come 
from fossil fuels. 

Projections call for about 
three times the present fossil 
fuel use 25 years hence—this, 
at a time of increasing interna- 
tional competition for petroleum. 
While projections about future 
imports vary, based on trends, 
there is agreement that between 
1980 and 1985 we will be im- 
porting 50 percent of our petro- 
leum. Why the sustained de- 
pendence on petroleum? Because 
the nuclear sources have not 
produced the low-cost energy 
which was initially projected. 
And neither the light-water re- 
actor nor the liquid-metal fast 
breeder are free of pollution or 
low in cost. 

There seems to be a tacit, 
ever growing lack of confidence 
in nuclear reactors as the source 
of electric generation which will, 
we are given to understand, take 
over from the fossil fuel sources. 
Two recent announcements seem 
to confirm this. 

The New York Times recently 


described a major coal gasifica- | 
tion facility to be built опа: 


Navajo reservation at a cost of 
many hundred million dollars. A 
; second article described а 50,000- 
megawatt, coal-fired complex in 
the Rocky Mountains. These 
shifts in primary fuel mesh with 
energy crises in other areas. 
Gas and petroleum are in in- 
creasingly short supply when 
measured against either present 
use or exponential growth pro- 
jections. Natural gas is unavail- 
able for new industrial, com- 


mercial or institutional installa- | 
tions in New York, and in other 
In order : 


parts of the country. 
to overcome delivery limitations 
imposed by pipe lines, a fleet 
of liquefied natural gas tankers 
is being built to import natural 
gas to the United States, al- 
though present cost projections 
list this gas as three to five 
times as expensive as domesti- 
cally captured gas. 

On June 14, 1973, The Times 
reported that Rogers C.B. Mor- 


ton, Secretary of the U.S. De- | 


partment of the Interior, rejected 
permits for a coal-fired 8,250- 
megawatt generating plant in 
southern Utah, the Kaiparowits 
Plant, because of the adverse 
environmental effects. Its emis- 
sions, along with those of the 
nearby Navajo plant under con- 
struction “can be expected to 


have a dramatic effect on near- | 
the Colorado ! 


by canyons of 
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River. Impaired visibility as 
far down river as the Grand 
Canyon was also pointed out in 
1972 by the Environmental Pro- 
tection Agency in a statement 
to the Interior Department. 
According to a Bureau of 


Mines assessment of global 
resources as analyzed in the 
controversial book, Limits to 


Growth, our fossil fuels are be- 
ing rapidly depleted. These рго- 
jections were based on various 
assumptions—the longest range 
assumption being five times the 
world's resources of a material 
as now known subjected to ex- 
ponentially increased use. Other 
projections were based on con- 
tinued rates of present use ap- 
plied to estimated world use and 
supplies of resources. Accord- 


ing to these projections, natural | 


gas will be used up in 38 years 
at the present rate. It will be 
exhausted in 22 years, that is 
on a world scale, if its use in- 
creases exponentially as it has 
in the past or, with five times 
the known resources of natural 
gas, it will be exhausted in 49 
years. 

Petroleum, sorry to say, is no 
better. The figures in this case 
are 31, 20 and 50. 

Coal, at the present rate, has 
a life expectancy of 2,300 years. 
However, if the present rate of 
increase continues (and with 
gasification it would be increas- 
ingly exploited), it will be ex- 
hausted in 111 years. If, say, 


reserves of five times the known ' 


resources were uncovered and 


made available, they will be ex- ; 


hausted in 150 years. 

To make the problem even 
more critical, the United States 
uses 44 percent of the world's 
total coal consumption, 63 per- 
cent of the world's total natural 
gas consumption and 33 percent 
of the world's total petroleum 
consumption. One wonders 
whether the world will long tol- 
erate the tremendous discrep- 
ancy between American utiliza- 
tion of energy in contrast to 
the low per capita energy use 
elsewhere. 

Shifting from a scarce energy 
source to a momentarily more 
abundant one offers no par- 
ticular encouragement. 


heating. Coal is used directly 
as well as indirectly through 
coal gasification and electricity 


production. Electricity, produced | 
is used for heating— | 


by gas, 
this, in competition with that 
heating done directly by gas. 


Gas and ` 
oil are used interchangeably for ; 


No. Two Oil is burned in gas 
turbine generators to heat 
houses that have since turned 
to electricity because they can 
no lónger get No. Two Oil. As 
an option, refineries can refine 
petroleum for gasoline, for home 
heating oil, or for producing 
petro-chemical  synthetics. As 
long as we have our primary 
commitment to fossil fuels, as 
we have for the next three 
decades at least, the shortages 
will have to be countered by 
changes in every energy-consum- 
ing field. 


New Energy Applications 


First off, we must realize that 
energy is not the only thing in 
short supply. The shortage of 
other materials is becoming criti- 
cal. For minerals, as an ex- 
ample, there is a very short time 
span. 

Let’s look again at Limits to 
Growth—a summary of the 
views and recommendations of 
the Club of Rome, put together 
at Massachusetts Institute of 
Technology under the direction 
of Dennis Meadows. 

To be sure, this little book 
has cracked some heads (and 
consciences) together. But while 
it contains points I disagree 
with, there is much of use in it. 
I do not agree, for instance, 
with the book’s premise that a 
series of broad assumptions, put 


into a computer relationship, 
can automatically yield the 
truth. There are dynamics 


that modify such gross predic- i| 


tions. However, looking farther 
into the book, there is that 
chart we mentioned earlier based 
on the Bureau of Mines study, 
the one indicating the rate of 


exhaustion of non-renewable re- | 


sources around the world. 

Aluminum, at the present rate 
of use, would (according to 
this source) last 100 years more. 
And, at an exponential rate of 
use, just 31 years. 

Copper, at the present rate, 
would last 36 years. And, with 
the exponential increase, 21 
years. If we assume that five 
times the known supply were 


discovered, copper would last 
another 48 years. 
The figures for gold (be 


patient) are 11, 9 and 29 years. 

The figures for iron are 240, 
93 and 173. 

Lead weighs out at 26, 21 and 
64; mercury at 13, 13 and 41; 
silver at 16, 13 and 42; tin at 
17, 15 and 61; tungsten (used 
in high-grade steels) at 40, 28 


Second and third story windows in 
Pueblo Bonito, New Mexico. 


and 72; 
and 50. 

We shouldn’t need a word of 
caution here, but we do. Spe- 
cifically, even obviously, such 
continuing exponential growth 
rates cannot go on indefinitely 
in a finite world. 

You may remember the story 
of the person who asked the 
Caliph to be paid by receiving 
one grain of rice for the first 
square on a checkerboard, dou- 
bling it on the second square, 
and so forth. You may further 
remember that before he was 
half way through the board, all 
the rice in the Caliph’s country 
had been promised to this man. 

This is characteristic of ex- 
ponential rates. At a certain 
point, such rates exceed the ca- 
pacity of the real world to deal 
with them. 

A United States Geological 
Survey report, released May 18, 
1972, comes to a similar conclu- 
sion. It said that materials may 
be in such short supply that 
this will be the limiting factor 
in determining how much we 
produce, and how much energy 
we need. 

What are the alternatives? 
How promising are they? 

The search for new sources of 
the basic metals, or for substi- 
tutes, may well be our major 
problem in the future. However, 
the present problem is the en- 
ergy supply. In this respect, at 
least, we can see alternate 


and zinc at 23, 18 


39 


sources at hand, or on the hori- 
zon. Thing is, some of these 
Sources are not very dependable 
at yet. Some involve major 
safety hazards, unacceptable 
price tags, and some have not 
yet yielded the secret of how to 
achieve them. 


Nuclear Generation 


Serious problems are becoming 
apparent in the nuclear field. 
There have been failures in the 
fuel rods of reactors to account 
for, as well as failures in long- 
existing applications of nuclear 
generation. 

Already, certain utility com- 
panies are voicing disillusion- 
ment with the light water nu- 
clear generators, three of which 
projected for the Potomac River 
area have been dropped from the 
growth program of that region. 

Mr. Louis H. Roddis, Presi- 
dent of Consolidated Edison, was 
quoted in the Times (November 
19, 1972) as saying that his com- 
pany expected 80 percent ef- 
ficiency in the lifetime of Indian 
Point One, in New York's West- 
chester County. In fact, it has 
been producing only 40 percent 
of the time for the ten years 
it has been in operation. Mr. 
Roddis further stated that the 
difficulty involved in maintain- 
ing the generators was greater 
than had first been anticipated. 
For example, repairing a cool- 
ing line break—a job which 
would have taken two weeks 
and 25 men on a conventional 
generator—took seven months, 
700 men, all their available weld- 
ers due to the danger of radia- 
tion, and a cost of one million 
dollars. During these seven 
months, the generator was 
“down”, as is said in parlance. 

Unpredicted dangers of the 
light water reactors are also out- 
lined by Allan Hammond in 
“Fission: The Pro’s and Con’s 
of Nuclar Power" (Science 
magazine, October 13, 1972). 

The liquid metal fast breeder 
reactor, as a substitute, also has 
some obvious unsolved problems 
which may make it impossible 
to use aS an energy source. 

The breeders will require 
something like 100 tons of 
plutonium, every year, by the 
year 2,000—this, according to 
Dr. Donald Geesaman of the 
Lawrence Livermore  Labora- 
tories in California. 

Plutonium, as you know, 
the fuel of the H bomb. 

The housekeeping record of 


is 
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the Atomic Energy Commission, 
when it comes to plutonium, has 
not been good. Certain ship- 
ments, destined for a given city, 
ended up elsewhere. Losses 
have gone unaccounted for. Plu- 
tonium is such a volatile source 
of power that many people have 
grave doubts about breeder de- 
velopment for the simple reason 
that it would increase the avail- 
ability of (and mistakes with) 
this substance. 


What's more, plutonium 
wastes have a half-life of 24,000 
years. This means that we 


would be passing along the re- 
sponsibility for monitoring these 
wastes for thousands of years. 

As reported in the Times 
(June 13, 1973), the U.S. Court 
of Appeals at Washington, D.C., 
handed down a unanimous de- 
cision to delay indefinitely the 
development of a Liquid Metal 
Fast  Breeder Reactor until 
fundamental questions about en- 
vironmental hazards are satis- 
factorily answered. On both a 
time and performance basis, this 
dramatized the uncertainties tied 
into our future dependence on 
atomic energy. 

It is true that many prominent 
physicists are urging that fusion 
reactors receive highest research 
priority. In spite of the formid- 
able technical problems, these 
advocates believe that a working 
prototype can be produced by 
the end of the century. Fusion, 
in their view, would represent 
an almost limitless, non-pollut- 
ing source of energy. 

So we have the breeder re- 
actor, based on fission, produc- 
ing more energy than it con- 
sumes—a tempting objective 
bogged down (some say for- 
tunately) in environmental con- 
cerns. And fusion, simulating 
the hydrogen furnace of our sun 
and other stars—also tempting, 
but bogged down by anemic re- 
search budgets. 

Lack of research commitment 
may also imperil other energy 
options. Solar generation and 
geothermal power, for example. 
But assuming that a financial 
commitment were forthcoming, 
and granting there are more ef- 
ficient techniques for the genera- 
tion and transmission of power, 
there would still be a ten-year 
lead time after the commit- 
ment was made before tech- 
nological shifts could occur, at 
least ten years before implemen- 
tation could begin on a signifi- 
cant scale. 

"The energy joyride is over," 


as Fortune magazine put it. 

Given the governmental and 
social context of the crisis, it 
seems clear than no technical 
solution can begin to reverse 
this worsening situation for two 
to three decades. 

The most optimistic projecti^n 
for such new, abundant and non- 
polluting  sources—fusion and 
solar energy, especially—look 
to the mid-1980’s for solar plant 
prototypes, and to the mid- 
1990's for fusion, if the techni- 
cal problems can be overcome. 
The actual shift from fossil fuel 
to these other sources will take 
many years more. 

It is fine and well to advocate 
pushing ahead the cut-off point 
for fossil fuels or, in contrast, 
advocate moving back the pick- 
up point for fusion or solar gen- 
eration. Either argument leads 
us back to the point where we 
must question our energy de- 
mands, even scrutinize them— 
back to the point where we 
must ask ourselves what is 
necessary, what is desirable. 
This is particularly so when one 
faces up to the consequences of 
unbridled increases in energy 
production, be it fossil (as some 
say it should be) or fusion (as 
some say it should be). 


Questioning Demand Projections 


At present, trend curves gener- 
ate projections. 

One such curve has indicated 
that there has been a doubling 


years, and projects it exponen- 
tially for the next couple dec- 
ades. 

On this basis, meaning the 20- 
projection, all projected oil ex- 
ploration, all the needs of the 
power companies, the urgency 
of off-shore drilling, the desire 
to get rid of environmental con- 
straints of power plant siting, 
all are justified in order to reach 
production goals in 20 years. 

The utility and fuel companies 
have made very successful pleas. 
A statement by Mr. John Mc- 
Lean, head of Continental Oil, 
comes to mind, one he made 
before Congress, another in the 
press. Mr. McLean had four 
major points: Get rid of environ- 
mental constraints; 
restrictions on the  well-head 
price of gas; increase authoriza- 
tion for off-shore oil explora- 
tion; get rid of import limits on 
oil from the Middle East and 
other foreign markets. 

Mr. McLean assured everyone 
that there would be no more 


of electric energy use every ten | 


energy crisis if his points were 
acted on, that everyone would 
be able to count on limitless en- 
ergy, just as they always had. 

One of the reasons for such 
urgency on the part of energy 
producers is their assumption 
that the rate of demand is go- 
ing to keep increasing. Plans 
(and pleas) to satisfy this pro- 
jection are being made now. Re- 
peat, now. But once such facili- 
ties are provided, it will not be 
economical to let them remain 
idle, and the projected demand 
will be realized. 

An analogy in America's 
downtown areas will serve—the 
parking garage of the 1950's and 
1960's. You remember, every 
block had to have one. The 
more garages we built, the more 
cars that came into the cities; 
and the more cars, the more 
garages. If you stand at the top 
of the taller buildings in some 
business districts today, you can 
see the red ink at the bottom 
of the audit sheet—the sheet is 
of asphalt, littered with cars. In 
this familiar case, projected de- 
mand became a death-knell for 
more than a few downtowns. 

With respect to energy, it 
should be stated right off that 
exponential projections need not 
be inevitable. 

Many long-range projections 
have not panned out. Population 
patterns have not followed the 
dire predictions 
phers. А decade ago, the average 
predicted family size was 2.6 
children. A recent projection for 
the U. S. reduces this to 2.2. 
2.1 children per family, consid- 
ering infant mortality and other 


factors, is used as a basis for : 
stable population—that is, a Zero ` 


growth situation. 

One aspect of this has a di- 
rect relation to architectural at- 
titudes and responsibilities. In 
the last 20 years, electrical pro- 
duction has quadrupled and total 
energy use has tripled. In the 
same time, population has in- 
creased only by a third. 

What accounts for the differ- 


ence? Well, perhaps a change in | 
the materials we build with. ` 
There is greater dependence on | 
| plastics and synthetics—all pro- 
get rid of | 


duced at a higher energy cost 
than the materials they replace. 
Then there is our growing de- 
pendence on mechanical control 
of internal conditions—heating, 
cooling, lighting, ventilating—in- 
stead of exploiting the external 
conditions endowed by nature 


| when those conditions are con- | 


of demogra- · 


genial. There are also heightened 
performance requirements to 
consider. 

The rationale for the intensi- 
fied use of energy is that it en- 
hances our working or living en- 
vironment. But considering the 
dynamics of urban growth, those 
having profound effect in many 
parts of the world, we must ask 
whether the increase in energy 
per capita has resulted in a com- 
parable increase in the quality 
of life per capita. In most cases, 
the answer is no. 

As we get into this line of 
thinking a little more, I hope it 
will become clear that there is 
no effort to "hunt down" any 
one source of blame for the im- 
balance we have been discus- 
sing. All industries, all consum- 
ers, have ‘vested interests" in 
one way or another. And all of 
us, to a greater or lesser degree, 
have helped create this imbal- 
ance. It is only human nature 
to get a little touchy when some- 
one like me starts to ask un- 
settling questions. Actually, 
events themselves are asking the 
questions. Pieced together over 
the last 20 years or so, they 
create a pattern of life in which 
our satisfaction with “Ше way 
things are going" was, to say 
the least, deceptive. And every 
segment of society, those pro- 
ducing energy as well as those 
consuming it, must be prepared 
(even willing) to have the sedi- 
ment of such false satisfaction 
stirred up. 

It is not a particularly stirring 
revelation, but our cities are 
worse, not better than they were. 
Housing, on both a percentage 
and absolute basis, has deteri- 
orated. The quality of non-sub- 
sidized housing for lower middle 
income families has worsened 
sharply, having been supplied in 
large part by mobile homes— 
less space, less amenity, greater 
energy use per square foot, more 
rapid rate of deterioration. There 
has been no dramatic increase 
in square feet per person when 
it comes to residential space; or, 
on the average, when it comes 
to commercial and industrial 
space. Square feet per pupil in 
schools is roughly comparable to 
what it was. 

Urban change has resulted in 
under-used schools in some 
areas, and vast acreage of new 
schools in others. With five mil- 
lion people being added to our 
population yearly, ме build 
about 820 sq. ft. for each one; 
and, at the same time, we de- 
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molish, abandon, or lose by 
natural and man-made catas- 
trophe about 220 sq. ft. 

With the amount of space per 
person not significantly greater, 
and with the performance of 
existing space not significantly 
upgraded, the electrical energy 
use has not kept pace with pop- 
ulation—rather, as pointed out, 
it has quadrupled in 20 years. 

Where is it all going? 

Some of it, to satisfy artifi- 
cial needs, is quite literally going 
up in smoke. In less than 30 
years vastly increased inputs of 
mechanical energy have replaced 
human labor. Techniques of as- 
sembly discourage repair, and 
objects have been thrown away 
when a small part failed. А 
relatively large investment of 
material and energy is then re- 
quired to replace the discarded 
object, all with little or no im- 
provement in the quality of life. 
We buy new furniture, clothing 
and appliances rather than have 
old ones repaired—if, in fact, 
we can find someone to repair 
them. 

The same general situation 
has prevailed in building. It is 
often more economical for a 
speculator to tear down an old 
(even historic) building, one still 
perfectly sound (even leased), 
than to renovate it. Real estate 
values—based on maximum 
profit from maximum rentable 
floor area—encourage the pre- 
mature demolition of many 
sound, useful structures. This 
not only intensifies the energy 
imbalance with respect to power, 
it has disrupted another kind of 
energy—the care which people 
tend to give a city of character, 
of diverse style and scale. 

As a society, we have become 
culturally preoccupied with fash- 
ion. We throw away usable 
items because they are “out of 
style.” А so-called new build- 
ing commands higher rents than 
an old one—this, even though 
there are signs around the coun- 
try that public awareness is 
swinging in the direction of 
adapting old buildings for new 
purposes. Even so, the preoc- 
cupation with fashion persists, 
and it is a vital part of our 
growth-oriented economy. 


Style 


There is an appropriate, pre- 
cise relationship between form 
and the controls that produce it. 
This relationship is an import- 
ant thread running through and 


interweaving all cultures. Such 
controls include materials at 
hand, technical knowledge, ver- 
bal development and social pat- 
tern. The highest achievements 
in culture pertain to the effec- 
tive orchestration of such con- 
trols. At any time when an in- 
ordinate use of any control oc- 
curred, thus exceeding what the 
end product required for reali- 
zation, the quality of that end 
product suffered as a cultural 
and artistic manifestation. 

Most of the architecture of 
the last 20 years would, in this 
view, be absent. There has been 
a disconnection between our re- 
cent work and that of the great 
historic periods. Not only in 
architecture but also in trans- 
portation, politics, warfare, eco- 
nomics, rock music, writing and 
speech—overwhelming means 
(including energy) have been 
used to achieve simple, often 
mediocre ends. 

The correlation with excessive 
energy use is obvious. For it 
produces an architecture that 
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not only is uneconomical to use 
but also one that seldom de- 
lights us with suitable setting, 
or competent execution. 

Another contributing factor to 
what I have called an artificial 
energy demand is a problem 
found by the utility companies— 
one called “filling in the troughs.” 
Such companies contend there is 
nothing worse than a utilization 
curve which peaks and troughs. 
When troughs occur (or are an- 
ticipated), the utilities try to 
find uses to fill them in, thus 
better insuring a maximum re- 
turn from their capital plant. 

Fine. We understand their 
position. 

But whether you burn fuel for 
electricity at nine o'clock or at 
three, whether you burn it in 
June or December, that fuel is 
still gone. All of which gets 
at a fairly simple point: If we 
have become a wasteful culture 
it is because it has been profita- 
ble to be wasteful. 

My office has been interested 
in this point for some years be- 
cause it affects (or should af- 
fect) design. In the last year 
or two, it has become clear that 
it is an acute problem — for 
everyone. We prepared a paper 
outlining the ways in which the 
architectural profession uses en- 
ergy in designing a building, and 
of the ways in which the build- 
ings use energy after they are 
designed; that is, actual opera- 
tion and maintenance. 

We found that for every mil- 
lion dollars worth of building, 
about 1,250,000 kilowatt hours 
of energy went into the mate- 
rials that went into the building. 
We also found that for every 
year the building was in opera- 
tion, it required about a million 
kilowatt hours of energy for 
Operation and maintenance 
which went into heating, cool- 
ing, ventilating and vertical 
transportation. 

Looking into individual com- 
ponents, we found that all were 
seriously in excess of what was 
necessary to perform their re- 
spective tasks. Some of this 
excess was due to design, some 
to our wasteful habits. 

Finally, we found there could 
be significant energy savings. 
Making a conservative estimate, 
we figure that savings could 
be as much as 25 percent of all 
the electrical energy sold in the 
United States. That is the equiv- 
alent of some 50 1,000-mega- 
watt generating plants. 


42 


Other Effects of Energy Use 


Before going into questions 
about specific areas of energy 
use, there are other problems 
related to the burgeoning use 
of energy, especially electric 
energy. 

I suppose you have heard 
this before, but there is an en- 
vironmental cost attached to all 
such use. The greater the use, 
the greater the cost. As use in- 
creases, costs increase more 
rapidly since greater demand is 
met by taking greater chances. 
More tankers, new ports, mean 
oil spills—even with that indus- 
trys much-touted precautions. 
More coal means strip mining. 
More fuel consumption means 
exploiting less productive oil 
fields in an effort, so the saying 
goes, to scrape the bottom of 
the barrel. Greater dependence 
on nuclear generators results in 
the industry's urging less strin- 
gent safety and environmental 
controls—and in their dismissing 
such concerns as “alarmist.” 

АП fuel and electricity pro- 
duction creates some pollution 
and environmental damage. 
Even hydro-electric dams re- 
quire flooding thousands of 
acres in the impounded areas. 
In time, these silt up, becom- 
ing less useful. Burning of fos- 
sil fuels for electricity releases 
particulates and chemicals 
which lessen air quality—sulfur 
dioxide, nitrogen oxides, carbon 
monoxide, carbon dioxide. In 
New York, for example, the 
concentration of generators 
along the East River has been 
nicknamed Asthma Alley. At the 
Four Corners, where New Mexi- 
co, Colorado, Utah and Arizona 
meet, coal burning generators 
have made the area’s once-clear 
atmosphere filthy—this, to pro- 
duce electricity for California. 

Thermal pollution is another 
result of the generation process 
—the heating of the atmosphere 
or the cooling of water near the 
plant to dissipate the waste heat 
from the generators. The prob- 
lem becomes particularly acute 
with nuclear plants where the 
differential between the heat in 
the reactors and the safe tem- 
perature for the operation of 
the plant requires a large cool- 
ing capacity. 

In the New York area the 
cooling cycles for the small Indi- 
an Point One generator (254 
megawatts), and for the larger 
Indian Point Two (operating 
well below its 1,000-megawatt 


capacity) have resulted in ex- 
tensive, unacceptable fish kills. 
In seeking sites for nuclear 
plants in Rhode Island, a re- 
Search team has concluded that 
no site on Narragansett Bay 
would be satisfactory because 
of thermal change in the water.* 
Some danger also is present in 
low level radiation leakage— 
this is in addition to the unre- 
solved question of a major ac- 
cident resulting from malfunc- 
tion or sabotage. The ultimate 
environmental damage resulting 
from a failure in the containers 
for radioactive waste has been 
suggested by some nuclear phys- 
icists. No increase in energy 
production is without its environ- 
mental quality costs. 

The transmission of electricity 
has to be reckoned with. In 
spite of pressures for an under- 
ground transmission system, 
cost and flexibility of expan- 
sion have resulted in most pro- 
jections being based on over- 
head power distribution. While 
a cryogenic underground sys- 


The impact of oil refineries, 
too, is both visually domineering 
and also unacceptable in its 
introduction of pollutants into 
the atmosphere that assail eyes, 
nose and throat. While discharg- 
es have been cleaned up some- 
what in newer refineries, a non- 
polluting plant has yet to be 
produced. There is a good deal 
of information on the changing 
and  non-biodegradable nature 
of the pollutants that are now 
being introduced into the atmos- 
phere. To understand the prob- 
lem in its true seriousness, Dr. 
Barry Commoner's The Closing 
Circle is essential reading. 

Until recently, everything we 
have done has been within the 
capabilities of our eco-system to 
undo. А stream could be ex- 
pected to purify itself a short 
distance down from the point 
of sewage discharge. Smoke 
particles in the air could be ex- 
pected to blanket a limited area 
down wind, a pattern that caused 
town planners as recently as 35 
years ago to designate industrial 


Electric transmission towers, Springdale, Pa. 


tem with  пеаг-гего voltage 
drops has been proposed, there 
seems to be no follow-up ef- 
fort. Based on present distribu- 
tion methods, a projection has 
been made that by 1990 the 
area required for transmission 
rights-of-way will be equal to 
the area of the State of Connect- 
icut.** This minimizes the ef- 
fect on the visual environment, 
however. While a right-of-way 
may be 500 feet across, the tow- 
ers and lines dominate and 
dwarf the land for a half mile 
or more on either side. 


sites on the lee side of town, 
with an unoccupied zone beyond. 
Changes both in the scale and 
nature of our technology have 
changed this pattern. 
Continuing on our present 
path is foolhardy. Any fuel 


*pp. 41 Ф 42— ‘Future Electrical En- 
ergy Requirements and Power Plant 
Sites for the State of Rhode Island,’’ 
by Brown, Rose, Bartlett, et. al., Uni- 
versity of Rhode Isiand. 

**Toward а Rational Power Policy. 
New York City Environmental Protec- 
tion Administration, April 1971, p. 64. 


burned for electricity produces 
heat and particulate pollution 
where it is burned, in one form 
or another, and also produces 
additional heat pollution where 
it is used. The conversion of 
electricity to useful work is not 
a completely efficient procedure 
and heat is released. 

The nature of cities has also 
created tremendous changes in 
weather formations. The whole 
New York metropolitan area has 
a substantially changed weather 
pattern due to several things— 
one is the tremendous increase 
in combustion and energy use. 
Second is the tremendous in- 
crease in paved and heat-retain- 
ing surfaces. Third is the re- 
lease of great quantities of mois- 
ture in certain areas of the cen- 
tral cities as a result of the om- 
nipresent air-conditioning sys- 


tems. The traditionally predic- 
table weather patterns have 
changed. 


In New York City 25 years 
ago it was possible to expect a 
very significant difference be- 
tween day and night tempera- 
tures and reversal of ocean 
winds since New York is a sea- 
port city. This would to a great 
extent relieve the heat problem 
that had been produced during 
the day. But dependence on 
cooling night breezes no longer 
exists, not only in New York 
City but for a distance of some 
40 miles out on Long Island. 

I was impressed to learn from 
the Director of the National At- 
mospheric Research Center in 
Boulder how little it takes to 
change weather patterns substan- 
tially. He related that one sub- 
sonic plane flying over the Gulf 
of Alaska for one day can create 
a complete cloud cover of cirrus 
clouds that will persist for ten 
days, carried by the jet stream 
as the weather front shifts 
across the Arctic Circle. А 
weather pattern of that sort, sus- 
tained for a number of days, 
can shorten the farming season 
in northern areas. So weather 
changes are an important sec- 
ondary result of growing energy 
use, even though such atmos- 
pheric events do not exactly pre- 
occupy our day’s thinking. 

As energy use has in- 
creased, and the devices to con- 
trol visible pollution have be- 
come more sophisticated, city 
areas affected by combustion 
have increased. While turbidity 
in the cities is not as bad as it 
was, smaller particles stay in the 
air longer, until today we can 
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find 200- to 300-mile nucleated 
cloud plumes originating in New 
York and Philadelphia. Urban 
pollution has shifted to global 
pollution. 

The reflectivity of the earth's 
surface has also changed. ОП 
slicks cover large areas in the 
Oceans, changing evaporation 
patterns. 30 percent of the 
Bosnywash area is now paved 
or roofed, with the resulting 
change in reflectivity and water 
runoff. 


U.S. vs. the World 


We tend to think of the dimen- 
sions of energy use as a United 
States dilemma. When the world 
context is reestablished, Ше 
gravity of the situation becomes 
more apparent. There is a widely 
quoted figure: That the U.S., 
with six percent of the world's 
population, uses 35 percent of 
its energy and resources: in oth- 
er words, almost ten times the 
energy use per capita as in the 
rest of the world combined. 

The following figures, corre- 
lated with Gross National Prod- 
uct per capita, compare the en- 
ergy use per capita of the United 
States (1969) with that of vari- 
ous other countries. 


Countries Million Btu per capita* 
United States 300.00 
Sweden 165.00 
USSR 120.00 
Finland 102.00 
France 101.00 
Japan 81.00 
New Zealand 76.00 
India 5.50 
Е! Salvador 4.50 
Pakistan 2.13 
Ethiopia .67 


Although this can be a mis- 
leading index due to the difficul- 
ty of equating dollars with goods 
and services produced in other 
countries, there is no doubt that 
countries at an early industrial 
stage will expect rapid growth 
in their use of energy. Among 
these are China, India, Indonesia, 
countries in Latin and South 
America, and most of the coun- 
tries in Africa. The countries 
that already have an advanced 
economy will expect to enlarge 
their energy use. These include 
Japan, Western Europe, Russia, 
Eastern Europe’ and such coun- 
tries as Australia and Brazil. 
Their rate of growth will be rap- 
id, and they will be in world 
competition for petroleum and 
natural gas. 

Some interesting figures were 
cited by a Japanese economist 


at an energy workshop. Japan, 
which has serious power and 
pollution problems, imports most 
of its petroleum: 90 percent from 
the Middle East, five percent 
from Indonesia and five percent 
from the Soviet Union. All told, 
they use some 200 million tons 
a year. They project a growth 
of energy use in the next 15 
years that will raise this to 500 
million tons a year. Because 
of nearly intolerable air pollu- 
tion levels, they are seeking low- 
sulphur petroleum or natural 
gas. The economist said he had 
been in conference shortly be- 
fore with some high Chinese of- 
ficials. China now produces 20 
million tons, but they projected 
a need for 200 million tons by 
1980. And they estimated that 
if China were to consume as 
much per capita as Japan does 
now, they would require two 
billion tons a year. 

This was not put forward as 
a working proposal, but merely 
to describe one consideration in 
making world wide projections. 
Obviously they, as well as other 
countries with expanding needs, 
will challenge the United States 
in the world arena. 

Aside from the obvious se- 
curity problems in our competi- 
tion for energy in the world 
market, we will find ourselves 
in an increasingly untenable 
moral position, if our increasing 
demands prevent resolution of 
fundamental problems in other 
parts of the world. 

If the estimates of energy 
sources and material availability 
are given any credence at all, 
we had better make immediate 
adjustments in our philosophy, 
our priorities and our aesthetics. 
The short life of the French 
Queen, who said “Let them 
eat саке” as an answer to the 
starvation around her, should be 
a warning to us. 

While energy-hungry coun- 
tries are looking to atomic en- 
ergy to supply an increasing per- 
centage of their needs, this is 
not a significant factor for the 
next couple decades. For the 
United States, there is a pro- 
jection of possibly 20 percent of 
power generation by 1985 being 
supplied by nuclear generators. 
This, however, is only about 
five percent of all its energy 
needs. As local resistance grows 
to locating nuclear plants, fossil 
fuel use will have more than 
doubled. 

The heart of the problem 
still rests with the burgeoning 


demand figures we have saddled 
ourselves with, and the limited, 
diminishing supply of fossil fuel. 


Architectural Aspects 


Architecture, embracing the en- 
tire built environment, is re- 
sponsible for over a third of 
all energy use in the U.S. If we 
are genuinely concerned with 
understanding and possibly modi- 
fying this, we should have a de- 
tailed understanding of how 
we use and commit energy 
through our buildings. 

1970 figures indicate we are 
using 69,000 trillion Btu's of 
energy. About one quarter is 
used for electricity. The balance 
is in various direct uses, mostly 
in some form of fossil fuel. Elec- 
tricity loses а significant 
amount of the energy necessary 
to produce it in the generation 
process. For example, the num- 
ber of Btu's necessary to gen- 
erate a kilowatt hour of elec- 
tricity varies according to the 
efficiency of the generating 
equipment and the kind of gen- 
erator—steam turbine, gas tur- 
bine, etc.—from about 10,000 
Btu's to over 13,000. A kwhr 
(kilowatt hours, one thousand 
watts delivered for an hour) 
has a theoretical heat content 
of 3,413 Btu's. After the loss 
in generation, there is a further 
loss in transmission of another 
ten percent or so as the power 
adjusts from higher to lower 
voltages. This efficiency loss 
does not occur in hydro-electric 
generators, but does occur in 
nuclear and geothermal genera- 
tion where steam is used to 
operate turbines. 

Methods reporting electrical 
use make it difficult to know 
precisely how it is divided 
among various users. In na- 
tional reporting by the Edison 
Electrical Institute, for example, 
all residential is grouped to- 
gether regardless of unit size 
—single family, multi-family, 
etc. Small commercial and in- 
dustrial is linked in a single 
category as is large commercial 
and industrial. There is no pre- 
cise designation of use by com- 
mercial office buildings for ex- 


*1971 Statistical Abstract U.S. Depart- 
ment of Commerce figures in ibs. of 
Coal converted to Btu: Average figure 
from “Report on Investigation of Elec- 
tric Power Supply and its Effect on Air 
and Thermal Pollution in the City of 
New York," 1971. A Btu, or British 
thermal unit, is the amount of heat 
necessary to raise one pound of water 
one degree Fahrenheit. 
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ample. And yet in New York 
City, more than half of Con- 
solidated Edison's load is attrib- 
uted to commercial customers. 
Transportation is a separate 
category. Other uses are lumped 
under miscellaneous. This, in a 
time of technical precision? 

The electricity produced is 
part of the total energy in these 
various categories, and forms 
part of the supply required in 
manufacturing aluminum, elec- 
tric steel furnaces, electric kilns 
and so forth. It is included in 
transportation for some trains, 
electric bus systems, subways 
and similar uses. For total en- 
ergy used, electricity must be 
added to energy in other forms. 

Of the other major categories 
in energy reporting, transporta- 
tion requires 25 percent. Indus- 
try for process purposes re- 
quires 41 percent. Fossil fuel 
heating and cooling of buildings 
require about 20 percent. (E. 
Hirst and R. Herendeen, “А Diet 
Guide for Chronic Energy Con- 
sumption,” p. 64FF—Saturday 
Review, 28 Oct. 1972.) 

To understand the extent of 
energy use in and through build- 
ings, the following rough per- 
centages are helpful. Of the to- 


tal Gross National Product, 
about ten percent is in the 
building construction industry. 


In the building process itself, 
energy uses amount to 22 per- 
cent of the electricity used by 
industry and about 7.5 percent 
of all electricity. 

Of the 25 percent of all en- 
ergy that electricity represents, 
about one half is for devices 
built into the buildings—the 
lighting systems, the ventilation 
systems, the air-conditioning, 
pumps, motors, elevators, esca- 
lators, and the electric heating 
systems. Going back to primary 
sources, this represents an addi- 
tional 12 percent. And in the 
direct fossil fuel use for space 
heating and cooling, and for 
what is called process heating 
(the heating of hot water), 
there is another 20 percent. 

This adds up to about 40 per- 
cent of all energy use. 

Moreover, there is a certain 
amount of energy use for trans- 
portation that can be traced 
back to achitectural and plan- 
ning decisions about building 
groups—neighborhoods, towns, 
cities, regions. 

Another area of energy use 
that is difficult to quantify has 
to do with demolitinn. We have 
unfilled needs nationally, in re- 
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gard to housing, schools, hospi- 
tals, cultural facilities, and oth- 
er buildings. How does one 
evaluate the decision to replace 
a building with a useful antici- 
pated life with one serving the 
same or another purpose, espe- 


cially when the decision will re- 
quire an energy commitment to 
demolish and dispose of the 
one building, an energy com- 
mitment to build its replacement 
and in some cases, a higher 
consumption of energy in main- 
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taining the new space? 
Going from percentages to ac- 
tual quantities, we see the mag- 


nitude of use and the potential 


benefits of less use. 

This diagram (top) gives some 
indication of total energy use 
and the part of it that is con- 
sumed for electricity and, in 
turn, the part of that electric- 
ity used or committed through 
the architectural process. The 
figures given are for 1970. Be- 
low left, you will notice a bar 
graph that shows all energy used 
in the United States that year, 
for whatever reason—transpor- 
tation, manufacture, illumination. 
We have not indicated what the 
sources of the various energy 
uses are but they include fossil 
fuel, hydro-electric and nuclear 
energy. Of the energy consumed, 
the total amount recorded in 
Btu’s is 69 million billion. 17 
million billion of these, or about 
25 percent, are used for pro- 
duction of electrical energy and 
these 17 million billion Btu’s 
produce 1.7 million million 
kwh’s. In the course of pro- 
ducing those, there is a good 
deal of that energy, in fact 
about two-thirds of it, which is 
lost in the generation process, 
so that the amount of electrical 
energy produced is roughly 
the equivalent of 5.8 million bil- 
lion Btu’s (diagram bottom). 

All the energy used in build- 
ings is used wastefully. Light- 
ing, the most obvious and vis- 
ible use of electricity, represents 
about 25 percent of all electric- 
ity that is sold. In office build- 
ings, lighting represents over 50 
percent of the energy used. It 
is also a high energy user in 
Schools—sometimes as high as 
65 percent. 

Incredibly, when the impor- 
tance of efficient energy use is 
considered in terms of its eco- 
logical, social and political im- 
pact, it is hard to realize how 
we can persist in the wasteful 


practices we now find around | 


us. According to American 
School and University (Febru- 
ary 1973) the median expendi- 
ture per pupil in 1972-73 is 
$1,046. Electricity, oil and gas 


represent $20.88, just over two i 
Yet, in terms of en- | 


percent. 
ergy use, educational facilities 
in 1970 represented seven per- 
cent of all construction put in 
place (Statistical Abstracts 
1971, and can be assumed to 
use almost a proportionate part 
of energy, about six percent of 
the energy used by buildings. 


In a year, we build about 165 
million square feet of education- 
al facilities. Each square foot 
will consume, on the average, 
about 15 kwh's a year. A sav- 
ing of 50 percent would be a 
saving of about 1,000 million 
kwhr's a year. In ten years, this 
would be 10,000 million. Stated 
in other terms, it would be the 
complete electric budget for two 
million families, or it would be 
the generating capacity to take 
care of all the needs of 20 
Schenectadys, or it would be 
adequate for the residential re- 
quirements of New Mexico eight 
times over. 

The typical non-electric ener- 
gy load is of the order of 100,000 
Btu's per square foot. А 20 
percent reduction in new school 
buildings would produce a sav- 
ings of almost 345 billion Btu's 
per year; or again, in a decade, 
almost three and a half trillion 
Btu's. 


Energy Curve For Buildings 


Every building can be consid- 
ered an activity resulting in 
energy use throughout its life. 
The energy curve can be gen- 
eralized, or it can be graphed, 
with all the variations that de- 
scribe a cold winter, the instal- 
lation of a new piece of equip- 
ment, an alteration tMat would 
change lighting levels. Charac- 
teristically, though the curve 
would respond to the energy 
used in building, the energy re- 
quired to operate, maintain and, 
finally, demolish the building 
would all be graphed on a con- 
tinuous time scale (diagram, 
below). 

Building materials and the 
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construction process can Бе 
averaged as a straight line 
through the construction period. 
(This is an approximation since 
the energy required by products 
and their components can be ex- 
pended in a time period unre- 
lated to the period of building.) 
After the building is in use and 
through its life, the energy use 
can be described by an undulat- 
ing curve which may have a 
high peak in midsummer and 
a lesser peak in midwinter with 
troughs at spring and fall. The 
line is composed of a series of 
daily peaks and troughs, with 
peaks during the afternoon in 
winter and at midday in sum- 
mer. The whole undulating line 
climbs slowly, year by year, as 
equipment and assemblies be- 
come less efficient and as en- 
ergy is used in replacements. 
It has a momentary peak at 
demolition, then drops to zero. 

Considering building and av- 
erage maintenance costs for 
high rise commercial buildings, 
as a broad generalization, for 
every million dollars of new 
building, there is now an elec- 
trical energy expenditure of 1.28 
million kwhr. To operate and 
maintain that million dollars 
worth of building on an all elec- 
tric basis one million kwhr per 
year are required, rising to 1.13 
million kwhr per year as main- 
tenance requirements increase. 

There are tremendous varia- 
tions in individual buildings, 
both in construction require- 
ments and in operation costs. 
Dr. Charles Lawrence, Public 
Utilities specialist for New York 
City, conducted a survey of over 
80 commercial office buildings 
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built after World War II and 
found variations of seven to one 
at the high and low extremes 
of energy use per square foot 
for buildings serving similar 
purposes. While this makes it 
necessary to be cautious about 
statistical generalizations, indi- 
vidual studies verify the suscep- 
tibility of all these installations 
to significant savings. 

Also, if a national energy re- 
porting system were set up, the 
summation of the annual energy 
use in all buildings—new ones 
under construction, buildings 
being operated and maintained, 
buildings being demolished and 
materials being extracted and 
processed for building — would 
add up to the total we have ap- 
proximated from other sources 
and would give an energy pro- 
file for the year, showing how 
this use varied daily and sea- 
sonally. 


Observation 


Of all the appliances, artifacts 
and objects made to serve our 
daily needs, a work of architec- 
ture is among the longest-lived— 
longer than appliances, vehicles 
or the machines for business and 
manufacture. Where an automo- 
bile may last from five to ten 
years and a television set even 
less, the life of a building may 
well be more than half a century 
and the infrastructure, the streets 
and utilities, last for hundreds of 
years. You can still go to Italy 
and travel on the Appian Way, a 
road that is 2,000 years old. 

The importance of this, of 
course, is that the architectural 
decision—the openings in a build- 
ing wall, the width of the building, 
the orientation—establishes a pat- 
tern of energy use that is carried 
forward for decades. If there is a 
change in taste, legislation or 
gasoline availability within ten 
years or less, requiring a shift 
from 400 to 100 horsepower cars, 
there can be a virtually complete 
replacement of the entire stock of 
automobiles. If, on the other hand, 
the same attitudes questioned the 
sealed glass building, they would 
continue as an important portion 
of our urban life. 
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The Tall Building 


The tall building, particularly 
the tall, glass-faced, sealed com- 
mercial building, has become an 
identifiable building type, with 
standard equipment, catalogue 
components and design method- 
ology. Since it has become a 
significant energy user in the 
service areas of most utility sys- 
tems, it merits close analysis. 


Its form results from the eco- 
nomics of real estate in central 
urban areas. In order to speed 
design, it seeks to avoid rather 
than exploit individualization 
of use, site and orientation. 
While there is a psychological 
groping by individuals to pre- 
serve their uniqueness, there is 
a continuing drive toward the 
further generalization of our 
world by building in the patterns 
that have been established in 
the last two decades. 

For example, the large com- 
mercial building has become a 
typical sealed volume. It doesn’t 
matter whether it is the World 
Trade Center in New York, 
which is still not completed, or 
the Chase Manhattan Building, 
completed 15 years earlier. Both 
disregard orientation and de- 
pend on massive use of mechan- 
ical cooling to compensate for 
the heat gain on the outside 
from sun and on the inside 
from lights and body heat. In 
the World Trade Center most of 
the area is interior space. The 
perimeter from the inside is a 
nervous alternation of slots and 
blank walls. The people work- 
ing there have no individual 
choice about turning lights on 
and off. Since many of the in- 
teresting old restaurants in the 
area were demolished to make 
way for the new construction, 
not even the quality of urban 
eating has been enhanced in 
this “bargain.” 

Dr. Lawrence, in his study of 
energy use in the 80 post-World 
War II buildings, noted that it 
was characteristic that, decade 
by decade, energy use per square 
foot has been increasing, al- 
though the performance of the 
buildings, the services rendered 
for the tenants, has been large- 
ly unchanged. The average 
building in the more recent peri- 
od has been larger, requiring 
more expensive and higher per- 
formance elevators. The light 
levels have been higher. There 
is more interior space requiring 
lighting and cooling more of the 
time. More money has gone 
into high level lobby lighting and 
facade lighting. 

But in all this, the quality of 
life for the people who work in 
the building has not been im- 
proved. There is greater monot- 
ony, less individualization and 
greater disconnection between 
the environment people work in 
and the factors creating or in- 
fluencing that environment. The 
sense of identity, of personal 
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worth is diminished in the am- 
biance provided. It is not sur- 
prising that there has been such 
a disillusionment among white 
collar workers. 

New York City alone has 
built 67 million sq. ft. of offices 
in the last 20 years and projects 
an additional 68 million in the 
next ten. The two towers of 
the World Trade Center require 
as much electrical generating ca- 
pacity, about 80,000 kilowatts, 
as the entire city of Schenec- 
tady, a city of 100,000. 

Since somewhere over 15 
times this square footage is pro- 
jected for New York City in the 
next ten years, it is worth see- 
ing how this energy is used. 
With the help of Peter Flack, 
my office studied a hypothetical 
million square foot building with 
a typical configuration and used 
typical factors to see what both 
the demands and consumption 
of electricity might be. If we 
assume that something other 
than electricity is used for heat- 
ing and for air-conditioning, the 
division in electrical uses is 
roughly as follows: Lighting is 
about 54 percent, advertising, 
display and merchandise lighting 
about seven percent, elevators 
about eleven percent, fans and 
air-handling equipment about 10 
percent, pumps and motors 
about five percent and miscel- 
laneous uses including office ma- 
chines about 13 percent. The 
light levels can be considerably 
reduced both by computing the 
light loads according to more 
realistic light levels and by al- 
lowing for more specific local- 
ized variations. More selective 
switching can result in a sub- 
stantial savings in electric use. 
The perimeter lighting that takes 
care of the outer ten feet of the 
building could be switched sep- 
arately in response to outside 
light levels. This in itself would 
save about 25 percent of the 
original light level. In addition, 
it would result in about a ten 
percent reduction in the air-con- 
ditioned load. All told, there 
could be a 50 percent reduction 
in this item of light use. 

Ventilation according to some 
codes is based on three air 
changes an hour, a magical de- 
termination that nobody that I 
have asked so far has been able 
to justify for any physiological 
or performance reason.  Con- 
flicting codes, non- ventilated 
buildings with windows that are 
never opened and fan systems 
that may remain unused by 
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maintenance personnel suggest 
that this figure be looked at crit- 
ically. If the outside wall of the 
building were not sealed, outside 
air at a temperature sufficiently 
close to the temperature re- 
quired could be introduced, with 
neither heating or cooling, for 
about 500 of the 3,100 hours 
of annual building use. 

While advertising is complete- 
ly dispensable, it need not be if 
attitudes toward light levels in 
advertising and merchandising 
were revised. The present tend- 
ency is to depend entirely on 
maximum light impact rather 
than on how light is used and 
what the message of the light 
is. If mandatory ceilings were 
placed on light levels for ad- 
vertising and merchandising, the 
nature and also the effectiveness 
of advertising would be signifi- 
cantly upgraded. 

There are many special fac- 
tors that can dramatically 
change actual energy use, such 
as the operating temperatures 
for both heating and cooling. 
Lockheed was reported by The 
New York Times (June 3, 1973) 
to have raised the temperature 
to be provided by air condition- 
ing from 72 to 75 degrees with 
a resultant saving of $100,000 
million a year. That could buy 
50 million kwhr of electricity. 
Heat reclamation devices (heat 
recovery wheels, for example) 
can capture heat that would 
otherwise be dumped outside for 
winter ventilation, or the cooled 
air in summer. Higher perform- 
ance skins, control against sum- 
mer solar gains, more selective 
thermal and light controls, avoid- 
ance of such wasteful practices 
as terminal reheat, and more ef- 
ficient equipment are among the 
available options. 

The question of energy sav- 
ings for elevators raises more 
complicated problems. Lower 
buildings not requiring vertical 
transportation have greater sur- 
face area with attendant in- 
creases in heating and cooling 
loads. These can more than off- 
set the saving gained by elimi- 
nating elevators. Moreover, low- 
er buildings cannot be as well 
served by mass transportation 
and may require the extensive 
use of private automobiles. On 
the other hand, the super high- 
rise buildings are more a prod- 


uct of high land values than of | 


their own inner logic. To over- 
simplify the reason, in creating 
a 100-story building, you cannot 
simply place one 50-story build- 


ing on top of another. The 
great bank of elevators that 
serve the top 50 must be 
brought down inside the bottom 
building and alongside its ele- 
vators. Similarly, all its services 
and pipe systems take up a 
large amount of expensive 
space, merely to get where they 
are needed. Whereas a 50-story 
building has a roof area (with 
its heat loss) of two percent of 
its floor area, a similar floor 
area in three-story buildings re- 
quires a roof area of 33 percent. 
The difference between a 50 and 
100-story building, however, is 
only the difference between one 
percent and two percent. 


A Look At Structure 


There has been a great national 
effort to recycle cans, papers 
and bottles. Certainly the en- 
ergy saved is appreciable. The 
total annual energy used in mak- 


ing beer and soft drink contain- 
ers is .34 percent of the nation’s 
total energy expenditure. By 
way of comparison, the major 
metal that goes into the build- 
ing industry consumes around 
one and a half percent. 

There is no doubt that our 
structures contain more material 
than stability and safety require. 
Almost every structural com- 
ponent is manufactured in a 
uniform linear manner—steel 
beams, timber, lally columns, 
prestressed concrete beams, roof 
planking, steel decking. Yet all 
these are subject to varying 
stresses throughout their lengths. 
Concrete is crudely placed to 
eliminate the complexity of 
formwork and steel placement 
that responds to varying load. 
The underestimation of the 
structural contribution of ma- 
terials that are incorporated into 
a structure for other than struc- 
tural reasons could reduce ma- 


Observation 


While there is a growing body of 
data relating to energy use within 
highrise buildings, there is а 
dearth of information about the 
indirect energy demands resulting 
from them. Since overall energy 
efficiency will become an increas- 


ingly important component of 
urban planning decisions, some 
speculation is in order. At least 


until hard data have been collect- 
ed. 

Aside from the cultural ad- 
vantages of cities — museums, 
schools, theaters, concerts, variety 
of choice, the tolerance of the 
non-typical—there are at least, up 
to certain density, also advantages 
of economics and energy use. 
Certain things that are done indi- 
vidually in rural areas, such as 
water supplies and sewage sys- 
tems, or with extended branches 
for electrical distribution, roads 
and infrastructure installations 
are reduced аз buildings are 
grouped and as density increases. 
Energy use per capita also can be 
reduced up to the point where the 
vascular systems become so 
crowded, and the available land 
where systems originate so re- 
mote, that each new building clus- 
ter, intensifying an already dense 
area, requires a complete revamp- 
ing of all service systems. 

For example, what is the true 
cost, both in economic and energy 
terms, for the projected increases 
in density for downtown New 
York? The environmental impact 
cf more power generation has 
already made it dubious that gen- 
erating facilities can Бе built 
within 35 miles of the load cen- 
ters. Even a site 35 miles away, 
Indian Point on the Hudson River, 
has been held up because of un- 
satisfactory handiing of waste 
heat. The proposed Storm King 
pumped storage facility, 15 miles 
further, has aiso been delayed by 
unresoived environmental prob- 


lems, in addition to its basic in- 
efficiency in converting primary 
energy into electricity. In order to 
meet projected electric needs, Con 
Edison is using newly installed 
gas turbines, originally intended 
as peaking units (that is, reserve 
units that operate only when there 
are peak requirements) but now 
used more and more frequently 
for base load. They have con- 
tracted to buy power from Quebec 
Hydro. They got past a recent hot 
day, June 11th, with only an eight 
percent power cut and local out- 
ages in Westchester County by 
calling оп power companies from 
Maine to Washington. The cost of 
installing the networks and the 
premiums for purchased power 
ought certainly be attributed to 
the new construction instead of 
being prorated across the entire 
system. Іп addition, new power 
lines have to be installed from | 
the generating stations through 
the clogged arteries of city streets | | 
to handle the new load. | 

At the same time, similar | 
problems have to be faced and | 
overcome for the water systems, | 
the sewage systems, the solid | 
waste disposal systems and of 
course the transportation and 
service delivery systems. The 
strains on all of these, and the | 
disruption and reconstruction of 
streets and parks, suggest that 
we have already passed the point 
of diminishing return. | 

By breaking apart the organism 
at a certain density, it is possible 
to create more balanced systems, 
where the efficiency increases, re- 
sulting heat reclaimed from elec- 
tric generation for heating and 
cooling, offsets the lesser effi- 
ciency of operating more smaller 
plants. Since one of the conse- 
quences of increasing density may 
be a major long-term commitment 
to significantly higher energy use, 
a study to correlate various densi- 
ties and their energy requirements 
is urgently needed. 


terials further—concrete  fire- 
proofing on steel, floor fills, con- 
tinuous hung lintels, steel stairs, 
wood finish floors, lath and 
plaster membranes. The work 
of engineers like Dr. Jacob Feld, 
based on building failure studies, 
offers interesting grounds for 
reinvestigating computational 
methods. More rigorous struc- 
tural analysis, eventually revised 
theory and codes, plus com- 
ponents responding in their 
cross-sections to varying struc- 
tural demands, will immediately 
allow substantial energy savings. 


The most characteristic piece 
of steel that goes into a build- 
ing, the steel beam, is used inef- 
ficiently. A steel beam has a 
sophisticated cross-section. Even 
within the limitations of rolling 
mill practice, it works reason- 
ably well. In practice, a specific 
beam is selected to satisfy the 
worst loading condition of a 
span, the maximum bending 
moment, for example. At all 
other points of the span it is 
excessive. The result is a vast 
overuse of steel. In contrast we 
can look to those structures 
where weight is a critical ele- 
ment or where the scale is great 
enough to warrant more struc- 
turally responsive forms. The 
boom of a mobile crane is one 
example, the structural ribs on 
a ship another, a bridge struc- 
ture another and an airplane or 
high performance car another. 

Open web steel joists suggest 
the kind of vocabulary that 
could result in material and 
energy savings. 


An example: Safety factors 
tend to pyramid, becoming un- 
necessarily high. Let us consider 
a simple concrete beam com- 
putation as an example. In figur- 
ing the loading, liveloads (that 
is, loads other than the weight 
of the structure) are assumed 
to be simultaneously applied 
over all rooms, corridors, lobbies 
and stairs. A 750-sq.-ft. class- 
room for 30 pupils is computed 
to withstand a load of 40 pounds 
on every square foot, or a total 
of 30,000 pounds in addition to 
the weight of the structure. 
Thirty large children and a 
teacher might weigh 5,000 
pounds. Thirty-one desks and 
chairs might add another 3,000 
pounds. Adding another 1,500 
pounds for friends, books, para- 
phernalia and miscellany would 
bring it to 9,500 pounds, less 
than one third of the figure used 


in the computation. In addition, 
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Steel structural sections. 


World War 1 Supermarine Spitfire, a plywood monocoque plane (above). 


Racing car—a John Player Special, (below). 
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the values given for the concrete 
have a 300 percent safety factor 
and for steel a 50 percent factor. 
Further, the structural designer 
will select available steel for 
reinforcement and overall dimen- 
sions for his beam cross-section 
at the first size above the size 
required by the computation, 
adding another five percent. In 
mixing concrete, the concrete 
plant will provide concrete above 
the design figure in order to 
avoid its rejection at the job, 
not infrequently 10 percent to 
20 percent above the concrete 
value designed for. On top of 
this, concrete continues to gain 
strength for years after it has 
been assumed to reach full de- 
sign strength. And as a final 
safety factor, по structural 
credit is taken either for such 
things as applied cement finishes 
or the capability of the structure 
to resist loads in a much more 
complicated and unified manner 
than is encompassed in the 
original calculation. A further 
overuse of material comes from 
the American economic pressure 
to reduce labor time even at 
the expense of more material. 

It is quite obvious that reduc- 
ing safety factors would permit 
concrete to be designed safely 
with less than half the material 
now used. Any structural engi- 
neer will confirm this under 
several  provisos. First, that 
building codes be rewritten. Sec- 
ond, that there be enough in 
the budget to pay for the labor 
that is necessary to build form- 
work carefully, place steel care- 
fully and to mix and place con- 
crete carefully. 

In addition to the saving in 
the individual members, there is 
a further cumulative saving since 
the weight of the building itself 
is substantially reduced. The 
size of the footings and founda- 
tions can be considerably re- 
duced, with further savings in 
material, reflecting both the 
more realistic structural analysis 
and the reduced loadings that 
the foundations and footings are 
designed to support. 

We have computed that in 
cement production alone this 
could result in energy savings 
of about 20 thousand million 
kwhr's a year. To make a com- 
parison, a generous electricity 
usage budget per family is in 
the range of 5,000 kwhr per 
year. Thus, this savings alone 
would provide the electric power 
for four million families. 

Wood, too, is used excessively. 
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For years every member has 
been designed as though it were 
disconnected from the rest of 
the structure. Where concrete is 
at least deemed to operate as 
a T-beam, a floor joist is as- 
sumed to be unaffected by the 
sub-floor and floor attached to 
it or the ceiling membrane be- 
low it. First steps are being 
taken by the plywood manufac- 
turers to see that structural 
credit can be taken for the as- 
sembled structure. Although 
savings within part of the build- 
ing’s energy curve are small in 
comparison with the energy sav- 
ings possible in the operation 
phase, they are of consequence 
in theinselves. 


Lighting 


Lighting is also coming in for 
serious reinvestigation, and for 
good reasons. Lighting repre- 
sents about a quarter of all elec- 
tricity sold; that is, as noted in 
the EEI Statistical Handbook 
1970, about 500 billion kwhrs. 
15 years ago, recommended light 
levels were as much as two 
thirds lower than present recom- 
mendations of the Illuminating 
Engineering Society (IES) in 
some categories. 15 years ago, 
only about one third of present 
quantities of electricity were be- 
ing generated. In the interior 
of buildings, air conditioning is 
a more frequent requirement 
than heating. Every two exces- 
sive watts of lighting requires 
one excessive watt of cooling. 

While the IES professes а 
primary interest in the quality 
rather than the quantity of light, 
all the quality related tests— 
Visual Comfort Probability, 
Equivalent Sphere Illumination, 
Effective Foot Candles—tend to 
downgrade the effectiveness of 
the light computed to satisfy the 
IES recommended minimal 
standards, making higher inten- 
sities inevitable if the entire 
methodology is embraced. 

Spot analyses indicate that 
lighting can be reduced by large 
percentages. There is an adver- 
tisement of a lamp manufacturer 
in the IES magazine Lighting 
Design and Application (Nov. 
1972, pp. 58-59). The heading 
reads, “Part of this lighting 
story is a lot of hot air." Across 
the top of the page is a picture 
of an office with a number of 
ceiling luminaires, people work- 
ing below, a stretch of glass wall 
toward the right of the photo 
and a text that says, “Over 
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25,000 Sylvania Curvalume 
lamps light up the interior of 
S.S. Kresge Corporation’s new 
headquarters in metropolitan De- 
troit. With two Curvalumes to 
a fixture, Kresge got the light- 
ing they were after—and much 
more. The heat from the U- 
shaped lamps and ballasts is 
saved and recirculated into the 
building. It’s a conservation of 
energy concept with Curvalume 
lamps at its heart. The bent 
lamps make it possible to use 
two by two foot fixtures that 
can be evenly spaced over the 
modular ceiling. This makes for 
even distribution of air as well 
as light. In Kresge’s contem- 
porary building, these long-lived 
fluorescents last even longer. 
They are never turned off, 
which lengthens their life. The 
constant circulation of air 
around them increases their ef- 
ficiency. This handsome instal- 
lation gives lighting levels of 
100 footcandles or more in the 
general offices and the color of 
the lamps blends in beautifully 
with the interior decor." 

Now let's see what they are 
really saying. If 25,000 40-watt 
lamps are in use 24 hours a 
day, there are one million watts 
in use for 8,760 hours a year; 
or in kilowatts, 8,760,000 kilo- 
watt hours per year. If all the 
lamps are on from 8 a.m. to 
6 p.m. that would mean there 
are 14 hours of unnecessary time 
for five days of the week. A 
million watts times 14 hours is 
14,000 kilowatt hours per day 
times five days of the week, or 
70,000 kilowatt hours. On the 
two days you do not need the 
lights on at all—that is 48 hours 
times one million watts, or 48,- 
000 kilowatts. This means that 
there is an unnecessary expendi- 
ture of 118,000 kilowatt hours 
per week times 52 weeks a year 
which means that 6,136,000 kilo- 
watt hours per year out of 
8,760,000 kilowatt hours are un- 


necessary. 
The waste, just in dollar 
terms, not to mention energy, 


at two cents per kilowatt hour, : 


is $122,720 per year. As de- 
scribed, instead of using the 
tubes 2,500 hours per year they 
are used 8,760. More than three 
times what they should be. The 
ad states, "They're never turned 
off which lengthens their life." 

Lets see what this means. If 


the lamp is turned off once in ! 
ten hours, according to the IES | 


Handbook, it will last 140/190 
times as many hours as one 


burning continuously; that is, 75 
percent as many hours. If its 
lamp life is 10,000 hours (the 
figure given for medium load- 
ing) it would last four years if 
burned ten hours a day for five 
days a week. If it is on continu- 
ously with a life expectancy of 
13,300 hours, the additional 25 
percent lamp life, it will last 
about a year and a half. In 
other words, while the lamp 
lasts longer it has to be re- 
placed almost three times as 
frequently. 

It is interesting to see in the 
ad's photo that there are some 
15 people at work in the section 
of the office covered in the 
photograph. The ceiling above 
them has 181 fixtures each with 
80 watts without counting the 
power load for ballast, a total 
of 14,480 watts, or about a thou- 
sand watts per person. The 
lighting is distributed indiscrimi- 
nately, or should we say uni- 
formly, over banks of files, 
desks, corridors, storage spaces 
and aisles. There are 40 fixtures 
over a bank of files with one 
person filing. 

Also there are floor to ceiling 
windows that would appear to 
throw a high level of light for 
a distance of three ceiling mod- 
ules or about 15 feet from the 
window. Yet the lights there are 
continuously on. Obviously all 
this adds to the summertime 
heat load for air-conditioning as 
well as the power load that the 
lamps themselves consume. 

Next, according to the text 
the basic light levels provided 
are above 100 footcandles. Ac- 
cording to an article by Mr. 
Robert Dorsey, then President of 
The Illuminating Engineering 
Society, in the AIA Journal 
(June 1972), this is satisfactory 
for reading a fifth carbon, which 
requires ten times as much 
light as the original for equal 
visibility. And since lights are 
always left on, there is no pro- 
vision for selective switching 
even if there were an attempt 
to cut down on energy use. 

Let me recapitulate. If the 
lights were on for an average of 
ten hours a day, five days a 
week, this 8,760,000 kwhr load 
would be reduced to 2,624,000 
kilowatts per year. If the maxi- 
mum overhead level were 50 
footcandles (which is higher 
than the 30 footcandles cited by 
Mr. Ringgold of IES as adequate 
for the reading of printed mat- 
ter), if offices where interviews 
are carried on were lighted to 


; 30 


20 footcandles "(both generous 
since every typist using an elec- 
tric typewriter has a connection 
nearby that could also permit 
portable light in the typist's 
area), then the above figure 
could be reduced by 60 percent. 
If we add a five percent factor 
for local lighting, the saving 
would be 55 percent, reducing 
the overall power requirements 
to 1,062,720 kilowatt hours. 
Selective switching could turn 
off unused sections of the office. 
Conservatively, another 10 per- 
cent could be saved. The re- 
duced requirement is now 956,- 
450 kilowatt hours. This total 
obviously permits a significant 
reduction in air-conditioning re- 
quirements. The capacity of the 
plant can be substantially re- 
duced and the operation will re- 
quire many fewer kilowatt hours 
per year. Without considering 
the air-conditioning saving, how- 
ever, there is a direct saving of 
about 7,800,000 kwhr's per year 
against the present expenditure 
of 8,760,000. This is enough to 
keep a village of 6,500 people 
supplied with a budget of 5,000 


kwhr's per year for each family. | 
Since this was reported, there ' 
| have been some changes. Ac- | 


cording to Electrical World 
(January 1, 1973), the lights 
are no longer kept on 24 hours 
a day, and there is some selec- 
tive switching. 

Existing lighting installations 
can be modified more easily 
than exterior walls, complex 
heating and cooling systems and 
ventilation systems. 

A 50 percent reduction in elec- 
tric usage for lighting would be 
a three percent reduction in na- 
tion-wide energy use. This is 
equivalent to the output of over 
1,000-megawatt generating 
plants. 


The question has been dis- | 


cussed in some detail for the 
past couple of years. The 
spokesmen for the Illuminating 


Engineering Society and their | 


sponsored research arm, the Il- 


luminating Engineering Research 
their | 
findings have been misinterpret- | 


Institute, have insisted 
ed and misapplied. Nevertheless, 
there is no literature coming 
out that shows how to design 
and provide controls for light- 
ing that will significantly reduce 
electrical consumption. It is time 
to call on the industry to pro- 
duce some illuminating compo- 
nents that perform quite dif- 
ferently from those that fill our 
new schools and buildings. 


It is encouraging to learn that 
the American Institute of Archi- 
tects has disaffiliated itself from 
the joint committee on school 
lighting with the IES, and will 
work toward a new approach 
to school lighting design with 
the Educational Facilities Lab- 
oratory. 

The IES has such a long 
standing commitment to the 
light evaluation system based 
on the 1958 Blackwell Report 
that a fresh overall investiga- 
tion of how to provide a satis- 
factory seeing environment for 
carrying on our daily activities 
at the lowest energy cost is al- 
most impossible to expect. 

The characteristics of the 
new lighting: A more efficient 
light source; a lighting compo- 
nent capable of being easily 
plugged in and removed as re- 
quirements change; one capable 
of delivering a number of levels 
of light; one easily controlled 
locally; one fitted with a light- 
sensitive device that will turn 
it off if the ambient light level 
is adequate; and one that will 
accept screening devices when 
necessary. 

The lighting design standards 
will eliminate the shibboleth of 
more than three to one contrast. 
This is not only contrary to the 
activity of the eye in nature, 
but also counters the experience 
of people watching a drama or 
film where the task (the stage 
or screen) is brilliantly lighted 
and the 
without light. The contrast be- 
tween the light from the sky 
and the light in shadow areas 
under trees can be 20 to 1 (or 
more) without causing discom- 
fort or loss of discrimination. 
In contrast, an unrelieved snow- 
field can be fatiguing, disorient- 
ing and can produce such phys- 
ical symptoms as headaches and 
nausea. 

The idea of lighting designed 
for specificity of delivery is cer- 
tainly not new. Moreover it 
works effectively wherever it is 
installed. Examples are an op- 
erating room light, the light on 
a drafting table, the small lamp 
attached to a sewing machine, 
the built-in lamp in a study 
carrell, the individual lights over 
airplane seats, the light over a 
pool table, the illuminated in- 
struments in an automobile. In 
commercial buildings there is no 
area that cannot accommodate 
an electric typewriter, a desk 
computer or an electric coffee 
maker; which means the area 
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surrounding area is : 


can also accommodate local 
lighting, either attached to the 
equipment or free-standing to 
serve it. 

The remote-control device for 
changing television channels 
suggests a type of control by 
which a person could selective- 
ly turn lighting on and off, or 
change its intensity. 

In a universal ceiling grid, 
fixtures could be plugged in or 
removed to change the light de- 
livery system for different pro- 
grammatic requirements. The 
animated movable electric signs 
in Times Square hint at the 
variety of levels and points of 
illumination we could have in 
a space. 

Since there is so much to be 
gained nationally by reducing 
unnecessary electric use, the re- 
duction of unnecessary lighting, 
as well as other technological 
possibilities, should be immedi- 
ately investigated (low voltage 
switching systems, for one). 

The great benefit of the modi- 
fied approach to lighting design 
—differentiated spaces, contrast 
and lowered ambient levels—is 
the improved architectural qual- 
ity. The building begins to re- 
spect and respond to changing 
human needs, and to variations 
of climate and weather. 

Two recent findings may have 


Versailles chandelier. 


some bearing on performance 
requirements. First, the report 
on job dissatisfaction among as- 
sembly line and production 
workers. This stated that de- 
spite "efficient" work conditions, 
psychological factors caused re- 
ductions in productivity which 
could be offset by less routine 
work assignments and less un- 
differentiated environments. In 
place of assembly lines, experi- 


Airplane reading light. 


ments with assembly teams, put- 
ting together SAABs and Volvos 
in Sweden, resulted in dramatic 
reductions in absenteeism and 
defective workmanship. Second, 
it was reported by a CBC radio 
interviewer that a Canadian 
school found that reducing light 
levels in a new school notice- 
ably reduced psychosomatic 
headaches and fatigue. 

In looking critically at energy 


Globes—New York University housing (I.M. Pei). 


use, the amount of energy used 
for advertising purposes is gen- 
erally lost in the commercial 
category reporting. Aside from 
giving information—the name of 
a hotel, the number of a build- 
ing, similar messages, most mer- 
chandising lighting is either ex- 
cessive or superfluous. During 
the war years of 1942 to 1945, 
the extreme situation of no ad- 
vertising lighting pertained. 
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While it was by no means a 
relaxed and joyful setting (one 
of the environmental tunes of 
the day was "When the Lights 
Go On Again All Over the 
World," as an equation of lights 
and peace) it did demonstrate 
that we could indeed survive 
without advertising lighting. 

The ironic part about adver- 
tising is that a high light level, 
if it is used to overwhelm the 
message of its neighbors, is only 
effective if it is the highest 
light level around. As soon as 
a new high is established, the 
tendency is for others to seek 
a still higher level. This is 
kilowatt one-upmanship. 

The light level intensities can 
mount from 100 to 200 to 300 
to 400 (and higher) footcan- 
dles, and do so very rapidly. 
Each advance cancels out the 
merchandising advantage of the 
one before it. The only way to 
avoid such an escalation is by 
having a limit on intensity that 
is either voluntary, or en- 
forced. When this is done, in- 
genuity will replace sheer brute 
brightness. 

The wonderful effect of tiny 
lights strung in trees was dem- 
onstrated in New York last 
Christmas as an increasingly 
popular technique for decorative 
lighting. Blocks along Park 
Avenue and the Avenue of the 
Americas were given a magical 
scintillating quality. All told, 
about one half watt was used 
per square foot. By contrast, 
the business streets in Las 
Vegas have so much wattage 
that the various messages are 
virtually cancelled out in the 
glare. 

Lighting in residences has re- 
mained closer to light levels 
people enjoy, especially since 
there is no one goading them to 
increase levels for sake of per- 
formance. Аз a result, home 
lighting was considered under- 
saturated; that is, it had the po- 
tential for being appreciably in- 


creased and, energy shortage or ; 


not, there are promoters in the 
electrical industry who want to 
push up the amount of electric- 
ity for home lighting. 

In an account of Edison Elec- 
ик Institutes 1971 Annual 
Marketing Conference, Air-Con- 
ditioning, Heating and Refrigera- 
tion News, a trade weekly, ran 
a report about Edwin Vennard, 
former managing director of the 
Institute, commenting on resi- 
dential lighting: "Lighting al- 
ways stands out as one of our 
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best builders of percent return." 
Mr. Vennard mentioned that the 
electric industry had failed to 
sell higher lighting levels at the 
residential level where, he con- 
tinued, “We give them about 
20 foot-candles." By raising the 
average wattage of all electric 
bulbs used in houses just 30 
watts, there would be more net 
income for utilities "than in all 
existing house heating. I'm not 
saying neglect house heating, 
but why not have both?" 

It is ironic that if we attempt 
to describe the most pleasantly 
lighted spaces we can think of, 
our thoughts turn to certain resi- 
dences. Softly lighted restau- 
rants, theater lobbies and other 
spaces whose performance re- 
quirements have escaped the 
foot candle escalation process. 
Judging from the above quota- 
tion the watt salesmen are 
zeroing in on these. 


Electric Heating 


In considering Mr. Vennard's 
last sentence we come to anoth- 
er emotionally charged subject, 
electric heating It would be 
wonderful to find that it really 
uses less energy than all those 
other crude, primitive and ex- 
pensive systems. It is obvious 
that costs of installation are 
generally less than for hydronic 
fossil fueled systems. No boiler 
rooms are necessary, no chim- 
neys; instead of conveying heat 
as a liquid or a gas in pipes, 
it is transmitted through copper 
wires that can turn corners 
more readily and don't require 
pitches for drainage. Controls 
operate an on-and-off switch in- 
stead of a valve or pump. 
Unfortunately the basic pro- 
duction of electricity is so in- 
efficient in converting heat to 
electricity (which can be con- 


| verted back to heat) that the 


advantages of electric heating 
are offset by the cost of operat- 
ing it. 

In the years 1963-70, it is pos- 
sible to see the result of the pro- 
motion of electric heating on the 
residential use of electricity. For 
a decade residential use repre- 
sented about 30 percent of the 
total sale of electricity. On a 
per capita basis, the average in- 
creased at the same rate as the 
general increase in electric us- 
age. That is, it doubled while 
the population increased by 15 
percent. In 1957 there were 
167,758,000 people, using 161 
trilion kwhr for residential use. 


In 1967 197,374,000 people using 
332 trillion kwhr. Each average 
family used 3,660 kwhr per year 
in 1957 compared with 6,420 
kwhr in 1967. Suddenly, in 
1968 there was a sharp increase 
in the amount of electricity used 
in residences, beyond the gen- 
eral rate of increase for elec- 
tricity. Residential use of elec- 
tricity within two years jumped 
to 32 percent of all electricity 
sold. 

If this merely represented a 
shift from one source of energy 
to another with no other con- 
sequences, it would be interest- 
ing as a technological shift. It 
has more serious results how- 
ever and complicates the prob- 
lem it purports to solve. 

It may be worth repeating 
that electric heating is basically 
wasteful of primary energy, 
largely due to the three to one 
inefficiency in converting pri- 
mary fuel to electricity. The 
11,000 (plus or minus) Btu's re- 
quired to generate a kwhr have 
a heating value of 3,413 Btu's at 
100 percent efficiency in the re- 
conversion process. If primary 
fuel (oil or natural gas) is 
burned directly, even if it is 
burned at only 60 percent effi- 
ciency, it will use only half as 
much fuel as the needed heat 
supplied by electricity. 

The different fuels are inter- 
changeable and interdependent. 
In the New York City area, for 
example, gas turbine peaking 
units are providing some of the 
base load. These units, basical- 
ly jet engines, operate on kero- 
sene or No. 2 oil. As they con- 
vert it into electricity, used for 


heating, they contribute to the | 


shortage of fuel oil for heating. 

According to New York City 
officials, one quarter of Con 
Edison's generation is now in 
gas turbine units, over 2,000 
megawatts worth. Originally 
planned as peaking units, they 
now are part of the base load 
supply. They use No. 2 fuel oil, 
the oil used in home heating 
furnaces and boilers. The short- 
age is being worsened since 
electricity for home heating 
drains off twice the No. 2 oil 
from the market that would be 
required for direct combustion 
at the houses. 

Similarly, where natural gas 
is available, it is used to gen- 
erate electricity which, in turn 
is being used for heating that 
could be done more economical- 
ly from a fuel use point of view 
by using the gas directly. 


A rationale of the utilities for 
using electric heat is that it is 
required at a time when opera- 
tions are below their peaks 
which occur, excepting a few 
northerly areas, during the sum- 
mer air conditioning period. 
There are two flaws in this. 
First, we are faced with short- 
ages in all primary fuels—oil, 
gas, fissionable material and 
available low-sulphur coal. Pre- 
dictions for the exhaustion of 
these resources suggest that 
they had better be used care- 
fully until alternative power 
sources have been developed 
and made available in sufficient 
volume to replace the present 
generating and petroleum refin- 
ing capacities. The absolute re- 
duction in primary fuel use be- 
comes more important than the 
more profitable use of generat- 
ing facilities on a year round 
basis. The result of burning 
less fuel (and still providing the 
same basic performance stand- 
ards) is also the reduction in 
pollution. The second point, 
however, is that the promotion 
of electric heat does not affect 
only the winter loading. The 
all-electric home is given more 
favorable rates year round than 
the non all-electric home. For 
over 360 kwhrs per month, the 
service classification for electric 
heating lists only 60 percent of 
the non-heating customer's cost 
during the eight heating months 
and only 75 percent of the non- 
heating customer's cost in the 
remaining four months. As a 
result the favorable rate struc- 
ture makes electricity attractive 
for cooking, clothes drying, and 
hot water heating in addition to 
the space heating. It also en- 
courages the use of more air 
conditioning. These additional 
electric uses tend to drive the 
summer peak still higher, result- 
ing in still more winter time 
capacity to be exploited for 
electric heating. 

If the controls and delivery 
of fossil fuel systems were as 
effective as those in electric 
systems, there would be no basis 
for discussion. The difference 
would be three and a half to 
one in favor of the fossil fuel. 
As the result of the losses in 


combustion and delivery, and of | 


less specifically responsive con- 
trols, the edge drops down to 
about two to one. Even with 
boiler inefficiencies and chimney 
stack losses, direct use of fossil 
fuel is generally twice as effi- 
cient as electric heat, and does 


not cut into generating capacity. 

The only promising use of 
electricity for heating under 
present methods is the heat 
pump. In the past this has been 
SO beset with poor performance 
equipment that it has not been 
actively pursued. 

The impact of additional elec- 
tric heating on overburdened 
generating capacity can be ap- 
preciated by looking at actual 
quantities. In New York State, 
depending on location, between 
10 percent and 50 percent of 
new homes have electric heat. 
In other areas of the country, 
that figure is higher. According 
to figures from Pennsylvania 
Power and Light, the average 
all-electric house in 1971 used 
28,000 kwhrs, while the non- 
electric one used 5,600. That 
leaves an average of 22,500 
kwhrs for heating. 
this figure to the one percent 
of New York State’s 5,300,000 
residential customers, who now 
use electric heat, it turns out 
that 1,200,000 megawatt hours 
went into electric heat last year 
in this state—the total output of 
a 240 MW plant such as Indian 
Point 1. The amount of fuel 
which went into generating pow- 
er to heat these residences 
could have heated about two 
and a half times the number of 
residences directly, given the 
same standards of construction. 

In 1970, with a seven and a 
half percent saturation of the 
residential market, electric home 
heating used about 66,000 mil- 
lion kwhrs of electricity. This 
represents almost four percent 
of all electrical energy produced 
and sold. In other words, if the 
ratio of capacity to consump- 
tion of the Con Edison genera- 
tors is used, a total of about 16 
million kwhrs capacity is re- 
quired—the equivalent of twice 
the total capacity of all of Con 
Edison’s generators. 

According to "Electric World", 
the preference for electric heat- 
ing has increased from 22 per- 
cent to 36 percent during the 
last six years. The electrical 
industry projects that the num- 
ber of electrically heated resi- 
dential units will be 19 million 
by 1980 and 25 million by 1985. 

The annual electric consump- 
tion, if this prediction came true 
(assuming established 22,500 
kwhrs per unit per year), would 
be 562.5 billion kwhrs. In pri- 
mary energy, this would require 
about 6.5 billion (1015) Btu’s, 
and would be the equivalent of 
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Applying | 


a 50 percent importation of pe- 
troleum in 1985. This is obvi- 
ously a matter to be decided 
on something other than first 
construction cost. 

In addition, there has been 
a successful campaign on the 
part of the utility companies 
to increase substantially the 
amount of electrical heating in 
office buildings and other com- 
mercial installations. In 1969, 
of all new non-residential con- 
struction, 23 percent was elec- 
trically heated, a total of almost 
40,000 buildings of which 5,400 
were new office buildings. 

A governmental policy, ex- 
pressed in codes and power use 
regulations, is necessary to stop 
this tendency, one that permits 
electric heat only in installations 
where fuel deliveries cannot be 
made or where the presence of 
an open flame in an unattended 
building would be either unsafe 
or undependable. 


The Mechanical Plan 


In analyzing building demands 
on energy systems the most 
common practice has been to 
analyze each energy consuming 
activity and find ways to lessen 
the demands of the building and 
improve the performance of the 
equipment. The equipment 
analysis has been especially 
fruitful since it can be isolated 
and examined. While this ap- 
proach tends to perpetuate some 
of the attitudes that produce the 
crisis of direction our buildings 
now face, the improved knowl- 


edge of system performance is | 


most useful. 

The crisis referred to is the 
fragmentation of building deci- 
sions—the consideration of 
mechanical systems as some- 
thing separate from the basic 
building design. In reestablish- 
ing a unified approach to build- 
ing design, it is obviously essen- 
tia] to incorporate all that has 
been learned about improving 
the plant. Without attempting to 
re-record all the things that have 
been listed in some excellent 
recent articles, it may be worth 
looking at a few that deal with 
principles. 

The underlying idea of total 
energy is so fundamental, so 
sound, that it is incredible to 
think of it as a new concept. 
The idea of the interrelationship 
between various energy uses 
only needs the next expansion. 
The inclusion of the natural 
(non-mechanical) energy  ex- 


changes begin to be a true total 
energy system. Certain misun- 
derstandings about terminology 
bear correction. 

The American Society of Heat- 
ing, Refrigerating and Air Con- 
ditioning Engineers (ASHRA) 
describes Total Energy as fol- 
lows: “Total energy is a term 
designating on-site electrical 
generating systems arranged for 
the maximum utilization of in- 
put fuel energy by salvaging by- 
product or waste heat from the 
generating process.” 

When described as a steam 
turbine electrical generating sys- 
tem, one using some of the 
lower temperature steam for 
such processes as heating or 
steam cooling, the overall ther- 
mal efficiency of the system is 
improved, although the direct 
production of electricity from 
the steam may be somewhat 
diminished. In order for such a 
System to maintain the theoret- 
ical efficiency it can achieve, 
there must be an economical 
use for all the low temperature 
steam at the time the electric 
generation is required. There 
are systems that also incorpo- 
rate waste heat from refrigera- 
tors, lighting fixtures, 
heat from cooking equipment, 
the heat from burning wastes, 
and other heat that would other- 
wise be considered waste. 

One principle that affects 
mechanical equipment has to do 
with the efficient performance 
of the equipment itself. While 
it seems embarrassingly obvious 
to say it, there are hundreds of 
thousands of boiler installations 
in large structures that have 
been designed with such safety 
factors that they never operate 
at maximum capacity. Modular 
boilers, which accommodate 
only a part of the total maxi- 
mum load, can operate closer to 
design capacity more of the 
time, with savings of 20 percent 
and more in fuel consumption. 
The idea of using modular boil- 
ers merits wider investigation. 

There is a large overuse of 
energy resulting from an under- 
use of selective controls. One 
of the disadvantages of central 
systems is the inability to re- 
spond to local variations. Many 
air conditioning systems that are 
quite efficient in operating cen- 
tral equipment lose that efficien- 
cy because the system blows a 
pre-determined amount of cooled 
air into all spaces, regardless of 
whether they are in use, whether 
there is heat-producing equip- 


vented ; 


ment and whether the sun is 
striking that part of the building. 


With their inefficiency as 
generators, individual through- 
the-wall-units are sometimes 


more efficient on an overall 
basis because they can Бе 
turned on and off selectively. 
A trade-off situation exists that 
merits study of improved local 
controls for central systems. 

The problem of inadequate 
cooling controls can be exacer- 
bated by providing controls that 
do not reduce the amount of 
cooling when it is not required 
but instead add heat to warm 
up the too-cool spaces. These 
systems, called terminal reheat 
systems, make the comfort con- 
trols a little easier, but are wild- 
ly extravagant in energy use. 
The introduction of only the 
necessary amount of cooling (a 
logical enough idea) has only 
recently received the attention 
of mechanical engineers. It has 
been described as a variable 
volume system and, not sur- 
prisingly, has been found to be 
considerably less energy-expen- 
sive to operate. 

In the past, and in the present 
as well, refinements have been 
ignored since they tend to in- 
crease first costs. Construction 
costs in themselves are so im- 
portant to clients, whether pub- 
lic or private, that long range 
savings are given up in order 
to keep visible first costs as 
low as possible. The concept of 
life cycle costing can demon- 
strate the basis for both even- 
tual dollar savings, and lessened 
energy use—a concept we'll dis- 
cuss a little farther on. 

The efficiency of units is un- 
der considerable investigation at 
the moment and, contrary to 
general experience in most 
fields, not only is there no ad- 
vantage in oversized individual 
units, there is actually a col- 
lective disadvantage. Over-sized 
air-conditioning units tend to 
satisfy the cooling requirements 
more rapidly than those de- 
signed very close to proper 
capacity for their job. As a re- 
sult they tend to cycle much 
more frequently. When you have 
a situation, as you do in New 
York, where almost a quarter 
of a million new units are pur- 
chased annually, the additional 
draw that this more frequent 
cycling requires becomes a sig- 
nificant additional user of elec- 
tricity. Further, the difference in 
the delivery of cooling per 
kilowatt of energy going into the 
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units themselves varies by al- 
most two to one from unit to 
unit. Since this information is 
not generally known to purchas- 
ers of equipment, and since first 
costs often take precedence over 
the actual operation and mainte- 
nance costs, there is a tendency 
to purchase less efficient air- 
conditioning units that consume, 
over the long run, considerably 
more electricity than they need. 
New York City has led in mak- 
ing this information available to 
purchasers. 


The Mythology of Ventilation 


Progressively more complex sys- 
tems are still being installed in 
buildings because, at one point, 
there was a popular concern for 
some health or safety require- 
ment which assumed a life of 
its own after its incorporation 
in regulations. Ventilation stand- 
ards come into this category. 

Ventilation, a large energy 
consumer in sealed buildings— 
on the order of ten percent of 
all energy used in the building— 
is generally determined by com- 
pletely unsubstantiated stand- 
ards such as air changes per 
hour or air changes per occu- 
pant, with great variants from 
code to code and according to 
described space use. Probably 
only NASA or the submarine 
service have. gone into true 
physiological studies of air 
needs. Yet these are not applied 
to building problems. Moreover, 
no consideration is given to the 
quality of the outside air that is 
introduced into the interior— 
conditions that vary from satis- 
factory to unsatisfactory in at- 
mospheric classification. 

An old building with theoreti- 
cally operable windows needs no 


less it has interior toilet rooms. 
Even with windows painted shut, 
the air moving through the 
buildings comes in by infiltra- 
tion through cracks, doors to 
the outside, or air intakes for 
combustion, and is distributed 
through the building by the 
Stack action in stairwells and 
elevator shafts. The building 
itself has a certain respiration 
rate. The great problem in de- 
signing sealed buildings is to 
frustrate that natural respiration 
rate by better caulking, tighter 
seals and so forth and then 
instead of having the air per- 
meating the face of the building 
it is introduced at one place 
near the mechanical room, 
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Cluster development plan, Alberobello, Italy. 


pushed through the building 
with fans, distributed through 
a whole network of ducts and 
brought to the same place that 
it wanted to be in the first place. 
All this requires extensive me- 
chanical intervention. А more 
controlled and reasoned version 
of this might sharply reduce the 
electric energy use that is repre- 
sented by ventilation equipment. 

Aside from the direct energy 
required to operate fans, motor- 
ized dampers and other ventilat- 
ing equipment, there is a major 
energy loss in dumping heated 
or cooled air outside of a build- 
ing and then heating or cooling 
the replacement air. Ironically 


no one evaluates the quality of | 


the outside air that will be 
brought in. Furthermore when 
there is the possibility of intro- 
ducing outside air through win- 
or louvers on exterior 
walls, the internal ventilating 
systems can be eliminated or 
reduced. The choice then rests 
with the occupants of the space 
either to introduce outside air 
or not. Since this item repre- 
sents ten percent of the electri- 
cal usage in a high-rise commer- 
cial building, or five percent of 
the total energy consumption, a 
50 percent saving would con- 
tribute significantly to its re- 
duced energy consumption. 


First-cost Mentality 


The overuse of energy is made 
inevitable and is exaggerated by 
first-cost economics, overstated 
performance standards and fear 
of liability. These have com- 


bined to distort the planning 
process. 

In referring 10 buildings, 
magazines, clients and architects 
always cite construction costs— 
so many dollars, so much per 
square foot, so many dollars per 
pupil or classroom. There is 
never a reference to the cost 
of energy per square foot or 
Btu's per square foot or kwhr's 
per pupil In reality, many 
buildings spend a dollar and 
more per square foot per year 
for energy costs. As a rule of 
thumb a reduction in actual 
carrying costs can offset ten 
times that amount in original 
costs. For example, if the build- 
ing mentioned above were to re- 
duce operating costs for energy 
by twenty-five cents per square 
foot, it would permit an addi- 
tional $2.50 per square foot in 
construction costs. And, in the 
continuing escalation we face, 
operating costs increase from 
year to year while paying for 
construction remains constant 
from the year of financing. 

Part of the problem stems 
from the method of financing, 
selling and renting. Municipal 
and governmental agencies sepa- 
rate capital budgets from operat- 
ing budgets. Capital expendi- 
tures are generally paid for by 
bonds, while operating revenues 
come from annual tax funds. As 
a result, the interconnection be- 
tween the two is usually lost 
or ignored. 

An approach that begins to 
bridge the gap has been de- 
veloped. Bids for heating sys- 
tems are in two parts, one for 


installation, the other a guaran- 
teed bid for the maintenance 
and fuel costs for a five-year 
period. The job is let on the 
basis of both. 

Life cycle costing, the projec- 
tion technique that considers 
costs through the life of the 
building can often demonstrate 
the speed with which a well- 
designed, well-insulated building 
can ultimately save money 
through higher performance. 

A study by John Moyers at 
Oak Ridge National Laboratory 
made some comparisons between 
residences with minimum insula- 
tion and those with full wall 
and ceiling insulation, and with 
storm sash. An annual cost was 


developed for the interest and | 


amortization on the cost of the 
insulation and double glazing. 
This was offset against the an- 
nual energy saving. With elec- 
tric heating, the upgraded build- 
ing paid for itself in less than 
four years. With gas heating the 
differential was not as great. In 
the two years since the study, 
however, the cost increases for 
natural gas and the projected 
fuel increases reflecting higher 
well head prices and the con- 
siderably greater cost of lique- 
fied natural gas brought in by 
tankers and stored, sharply 


change the economics to make | 


added insulation even more de- 
sirable. The original study was 
made before the FHA upgraded 
the insulation requirements in 
its new minimum property 
standards. 

The life cycle cost problem 
is not easy to overcome. Many 


school building referendums 
have been defeated when the 
buildings appeared to be more 
than minimal. Even where the 
economics can be demonstrated 
to be favorable, there is an 
immediate tendency to think 
only of the lowered first cost. 
A merchant builder in Minne- 
apolis, talking to an energy con- 
ference, stated categorically that 
he would be unable to build and 
rent office space competitively 
if he added first costs that ex- 
ceeded those of other builders 
and that he would lose the op- 
portunity to build on prear- 
ranged contracts if his unit 
costs were higher than those of 
his competitors. 

Our tax structure also favors 
the separate consideration of 
building and maintenance. Cor- 
porate capital improvements are 
conspicuously isolated. Орега- 
tion, including energy usage, is 
buried among a large number 
of unrelated expense items. The 
interrelationship is often lost. 

The sale of speculative hous- 
es, and rentals with tenant sup- 
plied services both encourage 
lowest first cost, regardless of 
the ultimate extravagance in 
maintenance. For 
recent ad in The New York 
Times offered apartments in a 
condominium in New Jersey. 


The text: "This 2-bedroom, 2- 
bath apartment home costs 
$373.44*/month. . . ." (The as- 


terisk is in the ad.) The foot- 
note: “*Based on 715 percent 
30-year mortgage following 20 


percent down payment . . . in- 
cludes estimated real estate 
taxes, estimated common ex- 


pense. Estimated cost of electric 
heating and cooling not includ- 
ed. .. ." (My emphasis.) 

The statistics of energy sav- 
ing are easier to establish math- 
ematically than to verify in actual 
practice. After careful determi- 
nation by computer simulations 
that different methods of sup- 
plying services vary by a pre- 
cise percentage, we learn of 
gross variations that must be 
attributed to the personal fac- 
tor. A study is being under- 
taken in Princeton, New Jersey 
by Professors Socolow and Grot 
to measure actual consumption 
of energy in a new community 
of 1500 dwelling units in Twin 
Rivers, New Jersey. Their pre- 
liminary findings show a varia- 
tion of two times the energy use 
in identical units. À similar study 
of two identical schools in 
Michigan showed the same 
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example, а | 


variation. The implication of 
this is that human nature and 
habit may be another really 
critical factor in energy con- 
sumption. The variations in 
statistics, however, are averaged 
in use. Cumulatively, if they 
were implemented, they would 
extend the time available to de- 
velop alternative energy sources 
and remove Ше immediate 
necessity for expanding energy 
production, allowing decisions 
without the hysteria of near- 
crisis breakdowns. Rediscover- 
ing the real world of seasonal 
changes and sunshine would be 
an added bonus. 


THE ARCHITECT’S 
POSITION 


Buildings reflect architectural 
decisions as incorporated in 
working drawings, bid docu- 
ments and field instructions. 
These decisions determine con- 
figuration, materials and the 
basic energy use patterns re- 
quired to operate buildings 
through their lives, as well as 
the additional materials required 
to maintain or modify them for 
new uses. 

These decisions are not made 
unilaterally by the architect. 
They are modified—sometimes 
even predetermined—by a vari- 
ety of participants: The client, 
the lending or financing agency, 
public opinion, current stylish- 
ness, available materials, and 
economic priorities. Regardless 
of where the credit or blame 
lies, the end product, the build- 
ings, are responsible for about 
a third of all energy use in the 
United States, a good part of 
which is used unnecessarily. 
There is no part of building or 
operational procedure which is 
as efficient as it could be in its 
use of energy. 

Even assuming that all the 
projections, assumptions and 
statistical bases are excessively 
pessimistic, the underlying mes- 
sage requires some decisive 
shifts in our customary design 
philosophy. The decisions made 
by architects and engineers can 
reduce energy expenditures in 
our buildings by at least 50 per- 
cent with no penalty to the 
quality of life in our buildings— 
possibly even enhancing them. 
By taking a fresh look at our 
stock of existing buildings we 
can reduce their energy expen- 
ditures up to 25 percent on the 
average. 


АП this brings us back to 
the point that fundamental 
changes in attitude will be re- 
quired of all of us. 

As an architect, I find the 
whole concept completely con- 
sistent with what I had been 
educated to believe and have 
since held firmly. The nature 
of the generative process of 
architecture is that every com- 
ponent, everything we deal with, 
everything we use in architec- 
ture must be used precisely, in- 
telligently, effectively and eco- 
nomically to do the tasks that 
are required of it. For the last 
couple of decades I have been 
disturbed at what I consider to 
be an unfortunate tangent that 
has developed. Buildings of 
really poor performance have 
been built, buildings have been 
built unnecessarily, various con- 
figuration complications and 
protuberances on buildings have 
been justified as creating visual 
interest. One result has been 
the demeaning of the role of 
architecture. 

The reinvestigation of energy 
use in buildings is part of in- 
vestigating how buildings use 
all materials. 

The architectural mission can 
no longer be looked at as one 
that thoughtlessly fills every 
maximum desire, nor can it be 
considered as purely responsive 
to the economic pressures that 
lead to building for profit. It 
must be looked at as an activity 
that consumes energy and ma- 
terial, a consumption that fur- 
ther reduces Ше irreplaceable 
reservoir of resources. 

This suggests the problems we 
face and the decisions required. 
My own feeling is that there 
are going to be increasing re- 
straints on energy commitments 
and sharp changes in the ways 
buildings are planned. Obvious- 
ly, the simplest way to avoid 
unnecessary energy use in build- 
ings is not to build. In many 
cases that is probably a good 
answer. If there are buildings 
that are not necessary and if, 
on the other hand, there are 
unfilled needs, it may require 
establishing building priorities, 
what materials are available for 
buildings in comparison with 
other products, which things are 
done and which things are not. 

The architect’s adjustment of 
attention to solving building 
problems, with intense concern 
for the use of materials and the 
impact of environment, is in the 
long tradition of the profession. 


Architecture has evolved from 
the response to programmatic 
and environmental constraints 
expressed within available tech- 
nological means. 

An area that is often discussed 
between architects and environ- 
mentalists concerns what and 
how to build, how or whether 
to reshape the natural environ- 
ment for man’s uses. Essential- 
ly this is the whole course of 
civilization, from the time the 
first trees were felled, the first 
cave cleared and the first stream 
diverted. The landings and 
orchards along New York’s Hud- 
son River, the piers and clusters 
of houses along its banks, and 
the fine old mansions with their 
panoramic views, all bear testi- 
mony to the skillful reshaping 
of the terrain for human use in 
the past. 

Where building forms were 
once produced with abundant, 
cheap labor, somewhat costly 
materials and very costly ma- 
chinery, the situation has shifted 
to the point where everything 
is costly, but especially field 
labor, resulting in changes in 
prevailing design criteria. 

Now, rapidly rising energy 
costs alone point to a reversal 
of the trend. Based simply on the 
anticipated cost of maintaining 
the building, it is in the best 
interest of the client as well 
as in the best interest of the 
public for us to redefine our 
criteria, becoming more specific 
and more exacting in the per- 
formance we require from our 


buildings themselves, 


One area worth considerable 
additional study is the reinvesti- 
gation of building components 
in order to redefine their func- 
tions. For example, if the build- 
ing wall is considered as an en- 
ergy transmitting mechanism, 
then it will be designed very 
differently from the way it is 
now. А recent publication 
showed the study that went in- 
to the design of the curtain wall 
for the World Trade Center in 
New York. Aside from the fact 
that nine million pounds of 
aluminum (a high energy metal) 
went into this wall, the major 
functional job given to the wall 
was to blunt and turn back the 
winds, the penetrating vapors 
and the other atmospheric intru- 
sions of the world outside, so 
that a completely controlled in- 
terior environment could be 
achieved by air conditioning and 
heating. Actually, if the per- 
formance were redefined to per- 
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Oakwood School floor plan. 


mit outside air and ventilation 
to be introduced in the quanti- 
ties required, and to allow the 
air temperatures outside to be 
taken advantage of when they 
were within the temperature 
range that was being provided 
by the mechanical systems, a 
very different sort of skin would 
have resulted. It is quite prob- 
able under those circumstances, 
without any change in the size 
of the building, that a signifi- 
cant percentage of electrical gen- 
eration could have been elimi- 
nated instead of ended up with 
enough to supply Schenectady. 

This sort of design direction 
suggests a parallel attitude in 
designing mechanical systems. 
The relationship and work ar- 
rangements between architect 
and engineer are one key to the 
success of this effort. Their 
various decisions аге interde- 
pendent and must be generally 
clarified before the building de- 
sign is committed. 

The schematic phase becomes 
critical in regard to eventual 
energy consumption. It no long- 
er suffices to think of it mere- 
ly as the general arrangement 
of spaces to satisfy an owner’s 
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requirements. The engineer must 
be involved more fundamentally 
at this earliest stage so he is not 
presented with a pre-fixed con- 
dition which reduces his job to 
somehow making it work me- 
chanically. While such a rela- 
tionship has always been de- 
sirable, it has not often been 
adhered to. 

More exact mechanical sys- 
tems would necessitate such ad- 
ditions as a responsive control 
system—something generally de- 
sirable but often eliminated be- 
cause of visible initial cost. 

The matter of visible initial 
cost merits more comment be- 
cause, interestingly enough, if 
savings (often invisible) are 
taken into account, many high- 
er performance requirements can 
be provided with no penalty to 
first costs. In fact, there may 
be savings. 

For example, we recently de- 
signed some small classroom 
buildings for the Oakwood 
School, a Quaker ‘school north 
of New York City. We had de- 
signed a master plan permitting 
them to add incremental units of 
about 2,500 sq. ft. each, self- 
contained buildings that could 
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Master plan, Oakwood School, Poughkeepsie, N. Y. 


New buildings viewed from the south. 


be built as money became avail- 
able and would fit into the over- 
all mosaic. 

The plan concept was ex- 
tremely simple. The structure 
was supported on masonry bear- 
ing walls. The non-bearing walls 
admitted light and air, through 
a curtain wall assembly. The 
program required air condition- 
ing for year round use. The 
least expensive curtain wall 
placed a heavier dependence on 
the air conditioning and heating 
system and required a base heat- 
ing element at the curtain wall. 
A higher performance curtain 
wall also permitting natural 
ventilation, was designed with 
double-glazing in neoprene gas- 
kets, well-insulated infill panels, 
and selective ventilation іп 
heavy  weather-stripped steel 
sash; heat reducing glass was 
used on the south. The open- 
ings were oriented north and 
south to avoid uncomfortable 
east and west heat gain. 

These decisions eliminated 
the supplementary heating at 
the exterior walls and reduced 
the size of the heating and cool- 
ing plant for each unit. This 


| 
| 


first cost, in operating cost, as 


well as a higher performance. | 


However, the increased cost in 
the exterior wall construction 
was visible. The savings in 
mechanical plant and operating 
costs were not. In many in- 
stances the decision is made оп 
the basis of removing visible ex- 


penditures even though it results ; 


in greater expense elsewhere in 
the construction budget. 

Along with redefining the 
function of building parts goes 
a reevaluation of physical re- 
quirements. Optimum and vari- 
able lighting levels, as previous- 
ly discussed, are one area of 
concern. Optimum and variable 
heating levels are another. 

In schools, for example, most 
heating levels are set to satisfy 
the teacher’s requirements rather 


than the children’s. Unfortunate- | 
ly there are metabolic changes | 


that cause us to expect some- 
what higher temperatures as we 
grow older. I know the sugges- 
tion may be controversial, but 
might it not be sensible for 
teachers to dress more warmly? 

Where the class pattern is one 
of activity and movement, a low- 


constituted an overall savings in | er temperature of several de- 


grees may be required, com- 
pared to a class activity that is 
basically sedentary. Moreover, 
the heat contribution of active 
children and the time lapse and 
temperature overrides of most 
systems indicate that our provi- 
sion of temperature conditions 
in class rooms is startlingly 
crude and wasteful. 

In all types of buildings, we 
generally seem to have a capaci- 
ty as a nation for overheating in 
winter and overcooling in sum- 
mer to the point that it is now 
more comfortable to wear sum- 
mer clothes in winter and heavy 


clothes in summer. 

In redetermining our physical 
requirements, we will again 
realize that we live in an en- 
vironment in which natural ele- 
ments can be exploited. 

Such a strong reliance on 
mechanical systems has de- 
veloped that performance possi- 
bilities of the building itself 
have been downgraded. Air con- 
ditioning has been made manda- 
tory 12 months a year even in 
climates where outside tempera- 
tures are delightful most of the 
time. While we profess interest 
in visual continuity between in- 


F.S. 55 south facade. 
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doors and out, we eliminate 
glass in some areas, overuse it 
in others, set up intolerable heat 
gain and glare conditions, and 
often cut out light switches in 
naturally lit sections. In other 
words, one often can't take ad- 
vantage of natural elements 
even when they are so readily 
there, 

An elementary school we de- 
signed for New York City in 
Staten Island has a fenestration 
system designed to provide a 
usable strip of natural light ad- 
jacent to the exterior wall. The 
lighting fixtures above this 
strip are separately switched. In 
order to have light without 
glare, a light scoop is provided 


hoppers and projected sash. 
There are two basically dif- 
ferent approaches being fol- 
lowed to achieve energy savings 
in buildings. One is stabilizing 
the inside environment by a 
tight skin with minimal thermal 
transfer and with the minimum 
surface area to contain the re- 
quired volume. By refining 
mechanical performance and 
taking advantage of the interde- 
pendency of various systems, 
it is assumed that the greatest 
efficiency will be achieved. 
The second approach assumes 
that the outside environment is 
not hostile, certainly not at all 
times. It contains many features 
that can be understood and ex- 


ploited—admitted when they 
contribute to the inside comfort 
and performance quality, ex- 
cluded when they are undesir- 
able. Among these are solar 
heat, cooling outside air, na- 
tural light, wind energy, water. 
By positioning and dimension- 


at the front of each classroom 
throwing light on the chalk- 
board well into the room. The 
light scoop is baffled to elimi- 
nate the point of sky glare that 
sometimes negates the effect of 
natural light. The sash permits 
controlled ventilation through | 


The Eskimo Snow house, built in the unfriendly climate of Hudson Bay, рго- 
vides comfort with a minimal input of energy. Very little outside air is intro- 
duced—only enough to support a small fire. It comes in through the triple 
set of portals, each about three feet high and protected with double hangings 
of skins. The main room under the larger dome has a complete hung lining 
of sewn skins to retain heat and keep snow from melting. The heated air to 
be replaced by fresh air for the fire is exhausted by gravity through a small 
hole cut into the wall near the top. Aside from body heat, there is heat from 
a small fire of burning blubber in a soapstone container. А wick of reindeer 
moss burns with а low, horizontal flame. In addition to providing heat, the 
flame provides light, serves for cooking and dries wet mittens and clothing. 
It is just hot enough to melt a little more blubber to keep the wick saturated. 
Clear ice is set into the dome over the entrance to let in light. In its simplest 
form, it is built of available material (snow) in about two hours, by two men. 
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ing buildings to take full ad- 
vantage of these impacting 
forces, a major part of the ener- 
gy requirements can be taken 
care of without mechanical in- 
tervention. The mechanical sys- 
tems will be installed to provide 
the difference that cannot be 
provided non-mechanically. 

The question is not academic. 
It determines the shape of our 
cities and variations from region 
to region. It will affect what 
components are developed and 
what wall assemblies we can 
work with. 

In addition to reducing energy 
consumption through developing 
more precise building require- 
ments and function, we can re- 
duce the demand for energy for 
space conditioning further by 
taking advantage of the environ- 
ment. The basic principles in- 
volved can be seen in practice 
everywhere man has had to live 
without the benefit of cheap and 
readily available power. In 
these places human ingenuity 
has been brought to bear on 
ways of using the materials at 
hand in order to take advantage 
of the benefits of sun, shade 
and wind, while being shielded 
from their negative aspects. 

We are better advised to ob- 
serve those countries which 
have technologies and life styles 
akin to ours but which have 
not been able to consume ener- 
gy with our prodigality. 

In all the Mediterranean coun- 
tries building walls are surfaced 
in white or light colors to reflect 
heat. Grillwork and shutters 
allow air to flow freely while 
providing shade and privacy. 
The mass of the heavy masonry 
construction achieves a delicate 
balance with the daily heat flow. 
It continues to pick up heat 
during the day, but the heat 


just begins to penetrate into the 
space at nightfall. It continues 
to lose heat to the inside space 
during the cool night and is 
then ready to begin its diurnal 
cycle again. 

In the northern European 
countries the same principles 
apply. In Switzerland, for ex- 
ample, there is wide use of 
rolladen, an exterior shading de- 
vice which combines the func- 
tion of the awning, the window 
shade and the venetian blind. 

The possible variations in ad- 
mission of light and air with 
these shades lower the air con- 
ditioning demand or obviate it. 

The same sort of approach is 
seen in this country where en- 
ergy costs are high or where 
we have been conditioned to be- 
lieve that the particular environ- 
ment is beneficial and one which 
we ought to experience directly. 
Somewhere we have lost track 
of the notion that it would be 
best to do things simply. 


House on Martha's Vineyard 


When we designed this house 
in 1965, energy conservation was 
not a goal per se. However, 
adhering to an architecture at- 
tuned to its environment and to 
the essentials of program, the 
building takes advantage of the 
natural phenomena of sun and 
wind for part of its heating and 
all of its ventilation. (Intended 
basically for summer, it has 
been used in early spring and 
into late fall.) 

* The system of sliding doors 
and shutters permits maximum 
flexibility in admitting or ex- 
cluding both sun and breezes. 

* The open porch in the center 
makes it possible to open either 
end of the house to the outside 
on all four sides. 


The rolladen, for individual window control, as shown here at the Hotel du 
Rhone, Geneva, are stock items in Switzerland. 
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Observation 

Around New York City, in the 
3,000 out of some 8,000 hours a 
building is occupied during the 
year, about 500 hours of outside 
temperatures are suitable for in- 
troduction into a building. At 
these times it ought to be done 
so you don't disregard the lovely 
weather outside while manufac- 
turing similar lovely weather in- 
side. 

Of course, the less a country or 
culture is able to depend on 
mechanical solutions, the more 
specific its architecture is іп 
dealing with its particular environ- 
mental problems. While the spe- 
cific problems will be somewhat 
different from ours, the approach 
remains the same; basically, that 
of stabilizing interior temperatures 
and controlling air flow. 

In Ethiopia, for example, a 
typical method of construction is 
packed mud walis on а lattice- 
like framework of eucalyptus 
branches. The roof is thatch. Al- 
though there are doors and win- 
dows built into the walls, addi- 
tional ventilation is provided by 
leaving off the mud in some 
places. Here, where a hot dry 
season alternates with a torrential 
rainy one, and where the wind 
direction is predictable, it is pos- 
sible to find houses with only one 
solid wall. All that is needed is a 
rain shield. 

We can learn from this. There 
is nothing that says that the 
south wall and the north wall 
have to be identical any more 
than there is anything that says 
that a building in Montreal has 
to look like a building in Houston. 
By readdressing some of these 
problems a number of things will 
occur: The question of regional 
differentiation will begin to mani- 
fest itself out of necessity. In 
addition to regional differentiation, 
the building itself will no longer 
repeat a single wall section— 
head, jamb, sill, floor and corner, 
but will begin to change sharply. 
A diversity of form and solutions 
will develop, but a diversity tied 
together through its unity of pur- 
pose. This won't be the diversity 
we now equate with bizarreness, 
but the diversity which differen- 
tiates one tree from another. 


е All openings are screened 
and can be closed by plywood 
hinged panels (in the projecting 
windows) and by wood barn 
doors elsewhere. The roof is 
insulated and reflective to avoid 
an overhead radiant panel. The 
living room wing (slab on 
grade) is designed for fall use 
since it does not have through- 
the-floor heat loss. 

е Supplementary heating for 
cold evenings or sunless fall 
days is provided by a small 
wood-burning stove, cast in con- 
crete to retain and radiate heat. 


The Integrity of Natural Systems 


Through determining mass, ma- 


terials and openings, certain 


vernacular building types have | 


achieved a delicate balance. The 
gifts of a more technologically 
advanced culture to a more 
primitive one often include new 
materials which are more con- 
venient or more readily avail- 
able than the accustomed one, 
but which tend to destroy the 
natural balance of some tradi- 
tional forms. 

In applying the products we 
now produce, we must be aware 
of the full set of demands they 
make and be ready to meet 
them. A Navajo in Arizona was 
complaining that the new ho- 
gans with asphalt tile roofs 
were far less comfortable both 
in summer and winter than the 
old ones with their heavy adobe 
domelike roofs. The loss of 
building mass with its time com- 
ponent changed the environment 
of the structure. 

The hogan no longer had a 
massive roof that delayed the 
penetration of the sun’s heat un- 
til the cool evening or the 
mass that kept interior heat de- 
spite sudden drops of winter 
temperature. 


WHAT TO DO 


The first, most immediate ad- 
justment in design is to con- 
serve energy by designing the 
building as an object affected 
by sun, wind, rain, snow, light- 


ness and darkness, determining | 


when and where each is to be 
admitted or excluded. Bring the 
building as close to a natural 
balance with these forces as 
program, technology and skill 
will allow. Then make up Ше 


imbalances with mechanical in- | 


terventions. In this sense, the 
building becomes an element 
among (even of) other elements 
—more than an isolated object. 
Some equipment decisions af- 
fecting energy use without go- 
ing into program or layout: 
* Reuse and reclaim waste heat 
from exhaust systems and vari- 
ous processes. Cooling systems 
for walk-in refrigerators remove 
large quantities of heat. Ex- 
hausts from hoods and ranges 
contain heat that can be re- 
captured. Lights give off heat. 
Electric generators use only a 
small part of the heat to drive 
them, dumping the rest. 
* Modular boilers can increase 
efficiency of steam production 
by 20 percent and more. Over- 


sized boilers, designed to oper- | 


ate below peak, but with a 
safety reserve for a once a year 
cold spell, will operate most of- 
ten at under 25 percent capacity. 
The efficiency is down by 20 
percent at these times. By hav- 
ing two or more boilers sharing 
the load, each can operate closer 
to capacity when it is required, 
and with significant increase in 
efficiency. 

e Electrically driven air condi- 
tioning equipment has varying 
efficiency ratios (kwhr's re- 
quired per Btu of cooling). 
These vary by two to one or 
more. Checking equipment for 
energy efficiency is revealing. 

е Terminal reheat сап Бе 
avoided. Reheating cooled air 
to modulate temperature is 
wasteful on the face of it. Try 
variable volume systems. 

e As controls are increased and 
zoning subdivides areas for con- 


trol, energy use becomes more ; 


efficient since it can be called 
for only when and if it is re- 
quired. This leads to certain 
contradictions in comparing cen- 
tralized and decentralized sys- 
tems. For example, while cen- 
tral air conditioning plants are 
more efficient than individual 
through-the-wall units, the fact 
that such units are turned on 
and off, space by space, can 
offset their mechanical ineffi- 
ciency. Careful comparisons 
must be made. 

Little attention has been paid 
to developing devices to reduce 
energy requirements of exist- 
ing buildings; yet these are re- 
sponsible for almost one third 
of our total energy use. We 
can identify how and where en- 
ergy is being used unnecessarily 
and can even describe ways to 
curb these wastes. In many 
instances standard products are 
not available or designed for 
easy use. Among the things 
that can be done are the con- 
trol of solar gain through sun 
control devices, use of reflective 
glazing and elimination of badly 
placed fenestration. 


e Infiltration and connected 


heat transfer can be modified by | 


double glazing, caulking, weath- 


| erstripping, or the application of 


various membranes. Thermal 
characteristics of exterior skins 
can be improved by adding in- 
sulation, or new layers of finish 
inside or out. 


е On the interior of the build- ; 


ing, reexamination of light lev- 
els, light delivery devices and 
the switching and control pat- 
terns can produce major reduc- 
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tions in electrical consumption. 
* Most existing mechanical sys- 
tems can appreciably improve 
their economy of energy use. 
The level of maintenance de- 
pends on trained personnel. 
Timely replacement of filters, 
adjustment of equipment, the 
setting of controls, the insula- 
tion of pipes and ducts, the 
curtailment of services to spaces 
that are not in use and similar 
prudent actions result from well 
informed maintenance attitudes. 

In addition, many elements of 
mechanical systems can be re- 
placed with more efficient ones. 
Cost-benefit analyses can justify 
many of these substitutions im- 
mediately. Normal replacement 
scheduling will often provide 
the opportunity for upgrading a 
system with no increase in the 
long term capital cost pattern. 

Many of these suggestions de- 
pend on having available mate- 
rials to do the work. It would 
be useful to have a system sim- 


ilar to an exterior scaffold that | 


adaptable sun 


could be an 


shielding device for different | 


orientations, sun conditions and 
window spacings. It would be 
also useful to have a reliable 
kit for injecting foam  insu- 
lation in existing wall cavities 
of all sorts. This would ease 
loads if there were an available 
spray of a light colored or re- 
flective coating specifically made 
for and easily applied to exist- 
ing roofs, or a ventilating unit 
that can be cut into fixed glass 
installations. (The whole field 
of roof fitting could produce an 
interesting series of products 
and techniques with a tremen- 
dous potential market.) 


Organizational Action 


Encouraging things that are hap- 
pening throughout the profes- 
sion—not fast enough to assure 
that the architects will take full 
advantage of their potential for 
ameliorating the unfavorable en- 
ergy situation, but certainly 
much more than would have 
been predicted 18 months ago. 
е American Institute of Archi- 
tecture Task Force on Energy 
Conservation has laid the ground 
work for more positive leader- 
ship in the field, including par- 
ticipation in several national re- 
search efforts of the Institute. 

* Local chapters have developed 
committees that have partici- 
pated in hearings, held meetings, 
written publications, designed 
exhibits and set up working re- 


lationships with sympathetic 
non-architectural groups. 

е Cities, states and national 
government agencies have con- 
ducted and sponsored research, 
published material and begun to 
use their regulatory powers to 
see that energy use in building 
is reduced. Among those from 
my own experience (by no 
means a comprehensive list) are 
New York City, New York 
State, Minnesota, Rhode Island, 
Wisconsin, Seattle and such 
federal agencies as the General 
Services Administration, 
Government Accounting Office, 
the National Science Foundation, 
and the National Bureau of 
Standards. 

е Architectural schools through- 
out the country are developing 
curricula and sponsoring talks 
and meetings: Among them MIT, 
Columbia, City College of New 
York, Ohio State, Minnesota, 
Wisconsin, Pennsylvania, Uni- 
versity of Arizona, University of 
New Mexico. 

e Groups interested in special 
building types have begun in- 
vestigations in their own areas 
—for example, regional meet- 
ings have been conducted by 
educational facility planners, as 
well as national meetings of ur- 
ban school planners. 

e Manufacturers of building 
materials are beginning to assess 
the relationship between their 
products and energy use. Pro- 
duction of more energy efficient 
products has begun in mechan- 
ical fields, lighting and thermal 
performance. There also has 
been a trickle of useful informa- 
tion (hopefully to increase) and 


га great amount of advertising 
| with such evocative words as 


Ecology, Environment and Ener- 
gy Crisis in large type. 

е The non-architectural press 
along with the radio and televi- 


г sion networks have devoted а 


great deal of time and space to 
the architectural aspects of the 
energy problem. 
е Our allied professionals, in 
their organizations and commit- 
tees, have begun assessing the 
manner in which they can affect 
energy use. So have the Ameri- 
can Association for the Advance- 
ment of Science and the Na- 
tional Academy of Sciences. 
This list is not intended to be 
comprehensive. It does suggest, 
however, that the energy issue 
is of wide concern. And there 
is already a network for the 
development, exchange and 
publication of information. 


the | 


ARCHITECTURE 
ON TRIAL 


We are beginning to see a 
number of experimental build- 
ings designed to be as inde- 
pendent as possible of outside 
utilities and energy sources. 
Houses have been designed, or 
are being designed, to take ad- 
vantage of solar heat for both 
water and space heating, to use 
wind for electric generation, or 
use methane gas from sewage 
digestion as a fuel and minimize 
waste with its attendant pumps 
and equipment. These include 
the Zomeworks people in Al- 
buquerque, Richard Blazej's de- 
velopment in Vermont, Graham 
Caine's experimental house in 
England, the solar experiments 
at the University of Pennsyl- 
vania and others. MIT has a 
number of solar heated houses 
built and analyzed. It should be 
pointed out that although these 
projects have been brought up 
in the context of energy con- 
servation, they all suggest 
answers ог alternatives to most 
of our other environmental 
problems as well. 

Something called “the house 
for the natural man" by its de- 


signer, Graham Caine, a London | 


architectural 
being built. 
to live in it for two years while 
testing its systems. The house 
and greenhouse combination is 
designed to produce its own 


student, is now 


fuels for heating and cooking, | 


collect its own washing and 
drinking water, grow its own 
food and recycle its own 
wastes. 

The core of the house’s sys- 
tems is the sewage digestion 
plant which converts all organic 
wastes into methane gas for 
cooking and liquid nutrients for 
the greenhouse, where vege- 
tables and fruit will be grown 
by hydroponics agriculture. 
Solar heat system will provide 
Space and water heating. Water 
will come from a roof rain col- 
lector. In order to work, this 
System presupposes a great 


deal of economy in the use of | 
is also а. 
The : 


its facilities. Caine 
vegetarian, which helps. 
house is admittedly experimen- 
tal, and there will be standby 
power and water available if 
needed. However, should it all 
work, the only outside power 
necessary will be electricity for 
lighting and supplementary heat. 
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Mr. Caine intends | 


A i 


And Caine intends to bypass 
this by also adding a wind- 
powered generator and power 
storage system later on. 

There are several studies in 
process attempting to provide 
firmer data than is now avail- 
able. Some, such as the GSA 
Office Building in Manchester, 
New Hampshire, take the form 
of a building designed specifi- 
cally to be energy conserving. 

Our office is now discussing 
the possibility of a similar re- 
search building and evaluation 
project for the New York City 
Board of Education. 

Following a period of research 
(technical in regard to energy 
use systems and performance, 
programmatic in reinvestigating 
the energy use required by the 
activities to be housed), the 
building "vill be done with 
monitoring and recording instru- 
mentation built in. There will 
be a two-year evaluation peri- 
od based on monitoring the en- 
ergy consumption after the 
building is in operation. And 
the project will have the sup- 
port of several Federal agencies 
as well as that of the City. 

The interesting observation 
suggested by these experiments 
is that the new look at energy 
use results in an expansion 
rather than a contraction of the 
building vocabulary. It becomes 
apparent that there is no single 
answer to the complex prob- 
lem we are facing, and that 
the overall solution takes ad- 
vantage of many varied, dis- 
similar methods. What is suit- 
able in New Mexico may not 
be suitable in Vermont. Yet 
there is no reason to dismiss it 
as unimportant. The amount of 
sunlit hours in New York, com- 
pared with Southern Arizona, 
does not mean that solar en- 
ergy ought to be disregarded in 
New York. 

It will be useful to learn more 

about the successes and failures 
of the various proposals now 
being carried out. 
Stating the problem and point- 
ing out the possibility of coping 
with it in no way assures that 
the necessary steps will be taken 
in time or, in fact, at all. 

There are strong counter-pres- 
sures. As a national character- 
istic, we prefer to provide large 
scale, generalized solutions that 
operate far below their poten- 
tials in order to have the high 
performance capability that will 
occasionally be required, rath- 
er than specifically identifying 
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those occasional peak demand 
requirements. 

Examples are all too familiar. 
The 400 horsepower car. The 
indiscriminately high light levels 
over the whole floor of an of- 
fice building. The one switch 
that turns a whole floor on or 
off. The structural beam that 
is unchanged in cross-section 
from one end to the other. The 
glass facade that introduces light 
uniformly over its entire face. 
The same facade that excludes 
air uniformly. The Music Hall 
Rockettes. The broad area 
spraying of DDT. The same 
buildings springing up in Mont- 
real, New Orleans and Paris. 

The result of this lack of 
specificity is a deterioration in 
the quality of life at the same 
time that there is some increase 
in its physical abundance. 
Changing the delivery pattern 
to one that responds to clearly 
identified needs and problems 
has economic benefits as well 
as psychological benefits in eco- 
nomic terms. 

By being specific in applica- 
tion, energy use may be reduced 
by 25 percent to do the same 
tasks it is now called on to 
perform. The improved sense 
of tautness and precision in our 
full environment, however, may 
be an equally important result 
of these reinvestigations. 

Even if energy were suddenly 
abundant (an unlikely supposi- 
tion), I believe its consciously 
limited, precise use would bring 
our architecture back in to the 
historic stream of great archi- 
tecture of the past. Five years 
ago it was possible to advocate 
the intelligent, controlled use of 
resources and materials as a 
matter of choice. For the period 
immediately ahead of us it be- 
comes one of necessity. 

There is also a momentum in 
the present industrial and com- 
mercial commitments that tends 
to perpetuate the familiar form 
of architecture and building. 
Many forms, materials and as- 
semblies will have to be phased 
out of building lines and cata- 
logues. Just as the utilities have 
found it necessary to disband 
their sales promotion forces and 
develop educational programs on 
better use of their products, so 
will the manufacturers and sup- 
pliers of building components. 

Over the past several decades, 
with increased stress on reduc- 
ing building site labor, there has 
been the parallel increase in 
generalized solutions. We may 


now require a reevaluation of 
how our buildings are erected. 
We may need greater crafts- 
manship on the site, more 
trained construction workers. 
Unemployment in the building 
trades unions has resulted in 
restrictive entrance practices. 
In reality, there are many per- 
sons, particularly in minority 
groups, who are unemployed or 
underemployed and who would 
be most eager to enter the con- 
struction field. Our present 
procedures reflect and depend 
on an unlimited abundance of 
inexpensive energy. The situa- 
tion never really pertained. The 
illusion does not, any longer. 

Although there is a nominal 
commitment to efficient plan- 
ning in the profession, there are 
too many structures that are 
wastefully planned. If more ef- 
ficient planning reduces the area 
that will require heating and 
cooling, it is an obvious method 
of reducing energy consumption. 
We can look at many of the 
award winning buildings in the 
architectural press and realize 
that energy utilization or plain 
efficiency had little bearing on 
the solution. 

The architect is the one per- 
son in the building design team 
who can make a comprehensive 
decision, synthesizing the vari- 
ous requirements of owner, en- 
gineer, site, orientation, budget, 
energy analysis and esthetics. 
He can be assisted with data 
developed by all his consultants, 
by computer analyses and simu- 
lations, and by tentative trial 
solutions. Since all the require- 
ments are intimately related to 
the use-value of the building, 
the architect's energy-based de- 
cisions 
complex. 

The architectural profession 
needs a framework in which the 
energy values of different ma- 
terials and assemblies are listed. 
Its use would permit choice of 
equally adequate materials based 
on the energy impact in manu- 
facturing each of them. Such 
a framework would also estab- 
lish the tradeoffs between en- 
ergy required in the production 
of a material and energy re- 
quired in the operation of the 
finished building. My office ex- 
pects to prepare such a frame- 
work in connection with the 
AIA Task Force on Energy. 

A new evaluating technique 
must be developed that consid- 
ers the energy implications of 
extending the life of a structure 


become extraordinarily ! 


or demolishing it. In addition 
to the purely economic consid- 
erations, there are many struc- 
tures in existence, the result of 
measurable energy inputs, that 
can continue to serve needs use- 
fully. The architect must learn 
the techniques of reuse, the 
modifications necessary, the 
method of upgrading the per- 
formance of mechanical systems 
and the useful incorporation of 
existing space in new projects 
where energy savings would re- 
sult. At various levels, frames, 
total structures, exterior clo- 
sures, interior partitions and 
mechanical systems can be 
reused. 

The experience of Dr. Law- 
rence—New York City's utility 
expert on the survey which re- 
vealed seven to one differences 
in energy use in the most ex- 
treme post-World War II office 
buildings—leads to the desirabil- 
ity of determining a theoretical 
energy use index for all build- 
ings designed. If the index is 
at sharp variance with the build- 
ing's, it would call for reinvesti- 
gating to establish whether the 
causes for the special condition 
were justified. 

Bringing the whole question 
back into perspective, I believe 
it is necessary to stress one 
thing. Energy use is a means 
to accomplish certain tasks that 
are related to human survival 
and comfort. It cannot be con- 
sidered as having an existence 
apart from what it permits us 
to do. These tasks are exten- 
sive and worldwide and their 
needs, rather than trend projec- 
tions, should establish energy 
growth. 
gency we cannot afford the 
squandering of energy use. The 
architectural profession, its de- 
cisions and products determine 
about a third of all our energy 
use, of which a quarter may be 
unnecessarily expended. An 
architecture responsive to the 
physical universe and our in- 
finitely varying human require- 
ments may indeed be an archi- 
tecture of heightened inherent 
quality and one that diminishes 


the damaging impact of the 
present energy crisis. 
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MR. MARLIN: This is The Fo- 
RUM's first Round Table in 
some years and, in that respect, 
revives one of our magazine's 
most important traditions. 

The discussion at hand, given 
over to the energy question, 
should be looked upon as a re- 
statement of The Forum’s de- 
sire to carry on instructive dia- 
logue with responsible spokes- 
men of the design, development 
and building industries. Indeed, 
of our determination to be more 
than a magazine, a catalyst for 
such dialogue, dealing with sev- 
eral areas of effort in this ever- 
broadening field. 

Dr. Buckminster Fuller once 
defined a poet as one who can 
capture cosmic truths in a com- 
pact, compelling way. In line 
with his definition, I would say 
that Dr. Fuller is probably right 
in describing Albert Einstein as 
the greatest poet of the Twen- 
tieth Century, for that famous 
equation, Е — Mc? is about 
as compact and cosmic as you 
can get. 

Taking off from this, I think 
it can be said that the experi- 
ence and viewpoints brought up 
in this meeting today will, 
though varied, have at least one 
important Objective in common, 
namely, getting the most effi- 
cient performance out of every 
increment of input—whatever 
the source of that input turns 
out to be. 

We are long past the point 
of spending our time and our 
energy castigating past failings. 
Rather, we must reassess the 
structure of our cultural values, 
the structure of decision-making, 
the structure of the design and 
building process—certainly the 
structure of our long-held con- 
cept of “cost,” of what we can 
or cannot afford. 

We are at a point that we 
cannot afford not to undertake 
such reassessment, and it is in 
that spirit that we meet. It is 
in that spirit that we begin what 
I hope will be a spontaneous 
give-and-take about a subject 
which has become, need it be 
said, the most crucial factor 
facing world society, and espe- 
cially the acquisitive, enterpris- 
ing society of the United States. 

Those involved in this dis- 
cussion represent some of the 
best instincts of the corporate 
and governmental sectors, peo- 
ple who understand that energy 
is the element by which all 
other elements cohere and by 
which they function, and people 
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Meisen 


who understand that without a 
coherent governmental energy 
policy, society cannot hope to 
remain dynamic and productive. 
In our quest for sources of en- 
ergy, in our effort to stretch the 
sources we have, we must not 
be caught up in just new tech- 
nology. Old assumptions will 
have to be modified. Vested 
interests will have to be unbut- 
toned a bit and fresh new atti- 
tudes embraced. 


MR. SHEPHERD: I can sum- 
marize the government’s stance 
by quoting a doctor friend of 
mine, who said that another 
doctor came to him the other 
day, asking if he could lower 
his sex drive. While expressing 
some amazement, he said, 
“Well, Doctor, right now it’s 
all in my head.” 

The point is that we do have 
energy problems, and in the 
United States we are in a situa- 
tion where our domestic demand 
for energy is far outstripping 
our current domestic ability to 
supply it. 

This is causing two different 
kinds of problems—one stem- 
ming from the fact that Ameri- 
ca’s energy distribution system 
was developed to run on a sur- 
plus, however slight. The divi- 
dend of this is that parts of the 
country are going to run short 
of certain types of energy dur- 
ing the course of this year, prob- 
ably no matter what we do. 

The other thing that is hap- 
pening partly as a result of this 
old-line policy, is that energy 
costs and energy prices are go- 
ing up. 

The Federal Government has 
embarked on a fairly ambitious 
program, as outlined in the 
President’s energy message of 
1971, and more recently of 
April 18th. Very briefly, that 
message and program call for 
measures to stimulate the pro- 


duction of domestic energy of 
all forms, a new program to 
import what we need that we 
can’t produce ourselves, and a 
call for energy conservation. 

I think that the point most 
important for this group today 
is the call for energy conserva- 
tion. That energy message has 
been criticized by some for not 
placing enough emphasis on this 
aspect of the energy situation 
today. I think that that is 
remedied by the President’s sec- 
ond energy message of June and 
will certainly be remedied by a 
series of broad government ac- 
tions to stimulate energy con- 
servation. 


MR. MEISEN: Our approach at 
the General Services Administra- 
tion has taken two major direc- 
tions. First off, however, I 
don’t think it is fair to say that 
to conserve energy automatically 
means that you stop wasting 
energy. I think that the con- 
cept of “waste” is a better one, 
because we do, in fact, indulge 
in considerable waste. 

Our goals have not been to 
alter life-style, or reduce light- 
ing levels per se, such as reduc- 
ing air conditioning to 78 or 
80 degrees. Instead, we find 
out what we can do to maintain 
those characteristics of an air 
conditioned building—good light- 
ing, for example, and yet stop 
wasting what we have. 

The GSA tried out some ideas 
in the design of a building in 
Manchester, New Hampshire, 
which is designed to be an en- 
ergy conservation laboratory in 
a sense. One of the earliest 
things we did was to set up a 
program for analyzing energy 
use and where it goes in a build- 
ing—this in cooperation with 
the Bureau of Standards. 

We hopefully want to save 
about 20 percent of the energy 
used in a typical office building 
and maintain normal life styles. 
Our initial run indicates that 
just by the orientation and 
fenestration in a building, you 
can save probably up to 40 per- 
cent of the energy—just by prop- 
er orientation and planning 
without even talking about the 
mechanical-electrical systems. 

The second was, of course, 
stop wasting energy in existing 
buildings. We already have an 
inventory, some 10,000 buildings 
in GSA alone. No matter what 
we do in new buildings, we 
obviously have a pretty vast 
reservoir of potential savings 


in existing ones. Just recently 
we started a program to con- 
serve in greater quantity, and 
maybe find some more dramatic, 
snazzy ways of delamping fix- 
tures. 

If you assume that many of 
the fixtures we have in build- 
ings are flexible rather than for 
specific one-at-a-time tasks, it 
stands to reason that many of 
those fixtures are not being used 
at any given time for task see- 
ing. We anticipate that we can, 
in fact, turn off about half of the 
lamps in these 10,000 buildings 
and not affect task vision cur- 
rently available in them. 


MR. PECK: I feel strongly that 
we are here because we do 
have the skills to reduce the 
amount of energy that is going 
into the buildings we are build- 
ing today. Certainly 30 per- 
cent, probably 50 percent, on 
most commercial buildings. 

Beyond the scale of the in- 
dividual building, as each of you 
would say before I would, these 
buildings become communities, 
and how the buildings are 
planned and located related to 
transportation, related to em- 
ployment, related to how the 
whole community works, can 
probably have an even bigger 
impact on the energy wastage 
than just the air conditioning 
and certain technical hang-ups. 

We should focus on things 
that we can do. I hope we 
don’t spend too much time on 
the Alaska pipeline or the off- 
shore drilling, et cetera, because 
the truth is that America is go- 
ing to have to do some or all 
of these things to overcome the 
energy problem. 

If I understand it right, the 
Office of Science and Tech- 
nology has said that 14.4 per- 
cent of the nation’s energy in 
1968 went for commercial uses, 
as distinct from residential, in- 
dustrial and transportation uses. 

At that point in time, it was 
8,770 trillion Btu’s. My own 
guess is that will double by 
1978 if we don’t do something 
about it. Our target is to re- 
duce those wasted Btu’s. 

I hope we discuss how to get 
Owners and financial people to 
make higher first-cost invest- 
ments to get energy-efficient 
buildings. I hope we can spend 
some time on how to make 
life-cycle costing а realistic 
analytical tool for the owner and 
the financial people, and how to 
have the typical building de- 


signed to an energy budget, or 
at least to have it request energy 
options for the owner. 

I wonder how we could get 
producers to bring the knowl- 
edge that they have, if not in 
their sales force, in their tech- 
nical people or in their labora- 
tory, to the table at the right 
time when the tradeoffs are be- 
ing made. 

I wonder how we could get 
the producers to bring to the 
market more efficient energy 
and devices and equipment 
which can be put to work as 
tools for industry. 

I personally hope we also talk 
about solar energy solutions, 
total energy systems, and the 
impact of energy resulting from 
community planning. 


MR. MARLIN: Before we launch 
into a general discussion and roll 
up our sleeves, I would like to 
hear a few words from the man 
who is chairing the AIA task 
force on energy conservation, 
Mr. Leo Daly, who is, of course, 
president of Leo A. Daly Com- 
pany, based in Omaha, but it 
seems, lately, based just about 
everywhere else. 

Mr. Daly first came to my at- 
tention a number of years ago, 
not so much as a leader in the 
design and building field, which 
he is, but a man who has one 
of the finest art collections in 
the world. 


MR. DALY: The AIA, some 12 
months ago, established a task 
force on energy conservation. 
Two of the five members are 
here today. 

It is our feeling that any 
change in the law, regulations, 
ordinances or standards should 
come after a period of intense 
study and should be based on 
facts. The facts that we need 
are not presently available. 

I recently engaged in testi- 
mony on the House committee. 
And at that time I tried to out- 
line what we've discovered thus 
far. Generally, it is that we 
must develop new sources of 
energy. But the sources that 
we develop must be clean ones. 

Somewhere I read that the 
United States wastes more en- 
ergy than any other nation in 
the world uses. And that prob- 
ably is not far from true. 

If we develop new methods 
of producing energy or utilizing 
energy, the mere production of 
more energy will not only fail 
to solve our problems, but it 
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will increase them. We have to 
focus our attention on the fact 
that the energy problem and the 
environmental problem are on a 
collision course. We have to 
find some way of marrying those 
two areas of concern. 

Somewhere in the neighbor- 
hood of a third of the energy 
used in the United States is used 
in heating, ventilating, air con- 
ditioning, lighting and other 
functional systems that make up 
a building. 

These systems are all designed 
by architects, engineers and 
allied professions. Now we 
should be able to do something 
about that. You can find figures 
that anywhere from 20 to 50 
percent of the energy used in 
our present buildings could be 
conserved with proper attention. 

So it would behoove every- 
body in the design professions, 
and in the manufacture of goods 
and materials that go into build- 
ings, to take a close look at 
this and decide to make the ef- 
fort. We have to devise meth- 
ods to study this problem 
enough to come up with some 
hard data that we can base 
some rules and regulations on. 

Certainly I don't want to 
leave the impression that we 
think that only. changes in regu- 
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lation, ordinance and code can 
bring about design changes. 
There are other ways of chang- 
ing people. And this is where 
it all starts. Education is one 
of them. The work that all of 
the professional societies do is 
another method. 

So at the present time the 
American Institute of  Archi- 
tects is trying to work with the 
Bureau of Standards to take a 
leadership role in calling a con- 
ference of all of the disciplines 


involved іп the design of the 
building environment, as well as 
the people involved in the 
manufacture of building prod- 
ucts, to try to get down some 
guide rules and arrive at some 
sort of an action plan where 
we can come up with the facts 
that we need to decide what 
steps should be done to more 
intelligently approach the energy 
conservation program. 

We hope to be able to author- 
ize knowledgeable people in all 
the various fields of design and 
production of products to pre- 
pare papers on the areas that 
have to be looked at and studied 
intensively if we are going to 
arrive at any sort of a coordi- 
nated plan. Late this year, or 
early next, we will have an ac- 
tion program that everybody in 
the construction industry will get 
—and hopefully get behind. 


MR. MARLIN: Thank you. I 
would like, at this point, to 
throw out any sense of formal- 
ity and parliamentary procedure 
and have some spontaneous dis- 
cussion about the basic points 
brought out in these four pref- 
acing statements. 


MS. GUEFT: 20 years ago, before 
Ada Louise Huxtable began to 
write about how horribly we are 
designing buildings so that for- 
tresses had to be air conditioned, 
(they are made out of glass so 
that they become pressure cook- 
ers), but before that, well before 
that, even before Bernard Ru- 
dolfsky did a show at the Mu- 
seum of Modern Art on ver- 
nacular architecture, we did an 
issue of INTERIORS on climate 
control. Our theme was intro- 
duced by a picture of a beauti- 
ful primavera-type dame who 
stood for nature and a picture 
of a dragon. And our headline 
was, “Nature, Friend or Foe?" 

That was the essential ques- 
tion. Mind you, this was before 
there was an energy crisis. And 
this was before our offices were 
air conditioned and we sweltered 
in the summer. 

The issue was full of pictures 
of shapes of houses, showing 
how air moves through a build- 
ing. It was full of the most ele- 
mentary primitive ways that 
have been used to control cli- 
mate indigenously. 

Before there was all this en- 
ergy that we could use, before 
we had the technological means 
to take a box and give it the 
climate that was available and 


when the population of the 
world was essentially poor and 
had to make itself comfortable 
with the means it had at hand, 
what did people do? 

As a matter of fact, the form 
of regional variation in archi- 
tecture evolves from precisely 
that. You have the sloping roof 
in snow country. You have 
snug low spaces in cold coun- 
tries. You have high ceiling 
vaulted rooms in the hot coun- 
tries. And all of this doesn't 
make you absolutely as com- 
fortable as you are in an air 
conditioned parlor. 

There are times in an Alpine 
house when I suppose you are 
too cold and when you wish you 
didn't have that load of snow 
just beyond the door. But still, 
the fact is that mankind has 
always been able to control his 
climate fairly decently without 
using this tremendous amount 
of energy for air conditioning, 
and for heating. 

There are ways of doing it 
with architectural form. And 
one of the facts about the inter- 
national movement's unanimity, 
that buildings now are the same, 
no matter where they are, is 
due to the way we ignore the 
climate. We ignore the physi- 
cal condition, we make the 
house we want to make, and 
then we correct what we've 
done wrong in design. 

The construction industry has 
a tremendous vested interest in 
doing things the way it is doing 
things. 

That is going to be very hard 
to change. Sure, we can build 
houses the way they did 3,000 
years ago. But, if so, a lot of 
big industries are going to have 
to revise themselves and, heck, 
maybe stop what they are doing 
and do something completely 
different. 

We realize that the energy 
problem is the same as the en- 
vironmental problem, is the same 
as the ecology problem. АП of 
these things are essentially one 
problem. The question is of 
control. It's horribly different. 
I am sure you say the govern- 
ment has got to step in and 
then you say politics, but look 
at the Soviet Union. Have they 
solved environmental problems? 
So, what kind of control is 
necessary. 

If you build the way the 
Greek fishermen built houses, 
with small holes at one wall 
and larger holes or windows at 
the opposite wall, they auto- 
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matically got an air movement. 

Now, admittedly, it doesn't 
always work quite as well as 
air conditioning, but it is an ex- 
ample of what you can do if 
you don't want to waste energy. 
So the design profession must 
ask itself: Are we going to tell 
the construction industry and 
the government and the oil in- 
dustry and the automobile in- 
dustry what to do? 

Certainly the design profes- 
sion has gotten nowhere with 
the automobile industry. Until 
things get desperate, nobody 
listens. 


MR. HINES: Excuse me for tak- 
ing a point of difference, but 
that is really unrealistic. I 
think our system is basically 
demand-driven. One such de- 
mand is comfort. 

You are not going to turn 
people back except by the legis- 
lative process. And I don't be- 
lieve today that you are going 
to turn people back 100 years 
or 50 years. 


MS. GUEFT: I agree. 


MR. HINES: So basically the sit- 
uation is, within a comfort level, 
that our citizens are going to 
dictate, once they work the 74, 
75 degrees and hold those com- 
fort conditions and have a vista 
that they can look at in terms 
of their work environment, these 
are things that they demand as 
a minimal level of comfort or 
esthetics. And I think that in 
our presently fragmented unit 
industry, in terms of the demand 
relationship, it isn't just a mat- 
ter of how it is implemented 
in design; no, I disagree. 

I am not sure that the archi- 
tects do know how to do it 
yet. I think this is where we 
have fragmentation. We have 
fragmentation in our design- 
construction-operation process, 
which has not yet been bridged 
as it has in the automobile in- 
dustry, where we have, under 
one source, the basic tools of 
design, implementation and 
manufacture. 

We are coming closer to it. 
But I don’t believe we have the 
same types of feedback as we 
had in other industries. Prob- 
ably the greatest force that 
exists for change, recognizing 
life style, lies with the financing 
sources. This is one that the 
builder or owner will always 
listen to because he must have 
money to build. 
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At this point, there is no 
recognition in that industry of 
need for a look at operating 
costs. And except for a very 
few, very long-term holders of 
real estate (and those are may- 
be 15 percent of the market), 
the balance of the market must 
take, and most structures are 
built to be sold within a three- 
year period after completion. 

So there is a very heavy de- 
mand to stress first cost, as op- 
posed to long-term operating 
costs. 

I have talked to a lot of life 
insurance companies that we 
have dealt with, and they don’t 
have the resources to look at 
the life cycle costs of a property, 


‘which is a major increment in 


their investment. Then you have 
the most escalating cost of all, 
which is energy, compounding 
that. We have looked at some 
figures showing horsepower per 
square foot, the cost of our en- 
ergy, because we hope to be in 
a much more competitive posi- 
tion than our competitors three 
years down the line. 

Even though the industry 
passes on these excess costs, it 
is a factor that you assume that 
you are going to be more com- 
petitive at some future date. 
But we are a very fractionalized 
industry at this point in terms 
of communication and how prod- 
ucts are manufactured. There 
are multiple sources of manu- 
facturing, lacking communica- 
tion. And that is one of the 
major reasons that we have 
this fantastic energy absorption. 


MS. GUEFT: However, compli- 
cated and fragmented the in- 
dustry is, there are times when 
a client is very much in position 
to decide things. 

Certainly we have just heard 
from Mr. Peck that the commer- 
cial sector absorbs a great part 
of our energy output. А big 
office building, which is built 
as it is today, is as a glass sun 
furnace. Air conditioning be- 
comes rather an arbitrary deci- 
sion which the architect and the 
client control together. 


MR. HINES: It is demand-driven 
because of the consumer him- 
self, who says, “I want X per- 
cent of glass." Now we can use 
reflecting glass which gets down 
to a part 35-U factor in terms 
of the insulating value. It has 
maybe a high-shading coeffi- 
cient. These are the factors of 
livability. It isn't a furnace any 


longer. And I think that is what 
happened. I can remember ten 
years ago when we went and 
cut the amount of glass to less 
than ten percent of the exposed 
surface because we were looking 
at our operating costs. But the 
livability of that space was so 
reduced that the tenarit did not 
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want to pay for.one that wasn't 
glassed, that didn't have views. 

In Europe you have to put in 
the very best air conditioning to 
get people away from natural 
ventilation. But they are also 
coming to a major controlled 
environment and employment 
where you have an undersupply 
of skilled people. 

It is going to be the crucial 
demand factor to get your 
buildings occupied. So that is 
really the control factor that 
you have to operate under. And 
that’s why it is driven by de- 
mand, demand of the occupants. 


MR. DEIMER: We could prob- 
ably spend several days of de- 
tails on what mechanical system 
is the best system and the most 
efficient system, and so on. 

But I wonder whether the 
basic question we should be ask- 
ing ourselves this morning is: 
Who must spearhead this con- 
servation of energy? Someone 
mentioned the design industry, 
the architect-engineer. Some- 
one might say it would be gov- 
ernment-instituted controls to 
force the designer to use cer- 
tain new factors. 

Another person might say, 
well, why shouldn’t it be the pro- 
ducers? These are the people 
that have something to gain. 
They can come up with a prod- 
uct that will be using less en- 
ergy and then someone might 
say, "Well, why isn't it the own- 
er?” And Jerry Hines and I are 


somewhat in the same boat. We 
want to be extremely competi- 
tive amongst our developers or 
else we are not going to be in 
business very long. 

I happen to know that the 
architect - engineer is not ca- 
pable of spearheading this, be- 
cause he does not have the re- 
sources to do it. Normally, an 
architect-engineer gets a fee 
from a client which is based ori 
a percentage of construction 
costs. And the developer often 
looks for the lowest fee possible 
from a qualified designer. 

The architect really doesn't 
have his fee structure set up 
for anything like research or 
designing new systems. The 
only way he can maximize is 
by cranking out the same old 
system by the dozens because 
his design staff knows, and I 
am speaking now primarily to 
the engineer rather than the 
architect, it’s an assembly line 
production. This is how he 
maximizes his profits. He does 
not have sufficient fee to do 
basic research. 

The owner does not have 
those financial resources either, 
although he can give feedback 
to the industry. The producers, 
certainly — they are usually 
larger corporations who have 
greater financial resources, lab- 
oratories for basic and applied 
research. Perhaps this is where 
I first begin to see some light 
as to who should be doing the 
largest amount of research in 
this area. 


MR. SHEPHERD: By a producer, 
do you mean an energy-produc- 
ing company? 


MR. DEIMER: That, or a com- 
pany like PPG for example. And 
then last is the government. 


MR. MEISEN: I find myself in 
a somewhat enviable position in 
that I represent government and 
I also represent about a thou- 
sand design professionals. 

We represent, in mahy re- 
spects, three major factors that 
you talked about, being an own- 
er, designer and government. I 
would hate to think that we are 
going to lean on government to 
solve this problem, because I 
don’t think it can be done by 
legislation. 

I am convinced that the owner 
has to play the key role. І 
think he has to demand a cer- 
tain service. I am tired of hear- 
ing that the construction indus- 


try or the producers are unre- 
sponsive. І found them just the 
contrary. They have played the 
game according to the rules that 
have been laid down. And the 
rules are laid down by the de- 
sign professionals and, prima- 
rily, the owners. I say that be- 
cause they're the ones that 
really have the money, not for 
the research maybe, but they're 
the ones that are buying all 
these products. 

If you don't believe that is so, 
try doing it without the guy 
with the money. The real prob- 
lem is that design professionals, 
on one hand, have not given 
all of the options to the owner. 

Ninety percent of the design 
decisions made in an office 
building today are not given to 
the owner as an option. They 
are given just as you would in 
the safety factor. No one would 
think to give a choice to an 
owner whether this building is 
safe or not. How much you pay 
for lighting and how much air 
conditioning you get is not left 
up to the owner, except for the 
really progressive owners who 
do a lot of it. 

They interject almost above 
the profession. They insist on 
it to the point where you will 
often hear professionals say, 
“Well, he is one of those com- 
mercial guys who dictate a 
cheap building.” 

This is really feedback com- 
ing from an owner saying, “This 
is what I want.” It has to be 
a demand on the part of the 
buyer. 

Now, the producer cannot do 
it on his own. In no way. He 
has been encouraged by a com- 
petitive bid system, using speci- 
fications to build not necessarily 
the most efficient equipment he 
can, but the most inexpensive. 

When I say a design profes- 
sional shows a lighting layout 
in an office building, I am tell- 
ing the producer that I want 
a light every place I showed 
one. And whether your light 
is twice as efficient or not 
doesn’t matter. I need 40 lights 
in this space. 

So his whole incentive is to 
go to the cheapest lighting fix- 
ture he can because he has to 


put 40 lights in; and if his 
light is twice as efficient, still 
40 lights. 


We have to get back and 
reach the producer on a per- 
formance level. Give him the 
latitude that if he produces a 
more efficient product, allow 
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him to use less of it. In other 
words, if you have a light fix- 
ture that can give you twice 
as much light, let him put in 
half as many fixtures. But we 
haven't done that in our normal 
way of specifying buildings. 

You need performance. But 
we have gone along as though 
it’s “unpatriotic” not to use en- 
ergy. If you came out and said, 
“I am going to give you a little 
better motor; it's going to cost 
you twice as much in energy"— 
those years when Consolidated 
Edison used to have a little 
man standing there saying, 
"Are you using your energy to- 
day?"—it's almost like you had 
to use it. 

We have to get away from 
first cost, although I am con- 
vinced we can save up to 30 
percent without even changing 
first cost. But we have to allow 
the latitude of life cycle costing. 

We talked about bringing in 
the mortgage owners. Аз long 
as you are selling a building in 
three years, it’s awfully hard to 
talk life cycle cost to an owner, 
especially the commercial owner 
who's in it for rapid turnover, 
for cash flow. 

Even so, the owner has to put 
in the drive, and be shown rea- 
sons why that drive can pay off. 
He has to insist on options from 
the designer. The designer, 
while responding to those op- 
tions, must ride this perform- 
ance criterion for all it'S worth, 
doing so in such a way that in- 
dustry can get convincing ор- 
tions to be efficient. 

The designer cannot just say 
how to solve this or that tech- 
nical problem. He must say 
what it is and how a solution 
relates to what desired perform- 
ance. Unless the designer does 
that, he will not be able to 
make any great impact. 


MR. LINDQUIST: While we are 
getting the problems on the 
table, I would like to raise just 
one more. 

But the owner is apprehensive 
about making an investment in 
any method which may make 
his whole building uneconomic. 
Although that particular incre- 
ment of the building cost may 
not be a controlling one, if he 
tries to use a new method, and 
the damned thing doesn't work, 
he's got a problem almost im- 
possible to cure. 

I don't have the solution, but 
maybe my friend, Mr. Meisen 
from the government, can take 
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some risk which the ordinary 
owner won't take. When he 
has demonstrated in some of his 
buildings that those risks are 
economical and will work, may- 
be other people can try them. 

Another problem I would like 
to mention is the conservation 
of energy. If the designer would 
just design the designs which 
they know how to design and 
design them right, it is not a 
matter of new technology. It 
is getting existing technology 
properly designed. If the peo- 
ple who are going to operate 
it would have the capacity to 
see that it is correctly main- 
tained over a long period of 
time, you can save an awful lot 
of money. 

We know how to design air 
conditioning for an office build- 
ing. Yet how many air condi- 
tioners are terribly inefficient 
because of faulty design? 

Thinking in terms of not only 
money cost but of energy cost, 
the reason the money cost is 
there is because the energy cost 
is there, because of energy con- 
sumption. 


MR. DALY: Which is the most 
important in your mind? 


MR. LINDQUIST: The money 
cost, but I don’t think you can 
separate it from the energy cost. 
I happen to be associated with 
the people that build homes. 
And we are terribly concerned, 
naturally, about the long-term 
operating cost of the building 
because we recognize that there 
is very apt to be inflation. 
Costs are going to continue 
to go up. Therefore we are 
never going to be able to build 
more cheaply than we can to- 
day. We want to build as eco- 
nomically as we can, but we 


also want to build in long-term 
economies. That way we stand 
a good chance of being in a 
competitive position, vis-a-vis 
other office building competitors, 
ten years down the road. 


MR. SHEPHERD: What sort of 
percentage does anybody have 
between building types in this 
country? 


MR. HINES: If you are talking 
about apartment projects or 
commercial types of projects, I 
would say it’s in the ten to 20 
percent area. That’s not taking 
institutional type clients, such 
as government. But the major- 
ity of what is termed investment 
building is normally for a term. 
And, of course, you get back to 
the point I made. The original 
owner-builder may sell. 

But when he sells, he passes 
on the risk of whether that prod- 
uct is going to face the market 
place and be occupied. At that 
juncture, it really lies with the 
insurance company. They, at 
the same time, hope rents have 
normally increased and that the 
efficiencies of whether that is 
going to cost an extra 20 cents 
in square feet to maintain and 
operate. They will hope that 
half of that amount, at least, is 
covered with inflationary rents, 
and that they don’t have a fore- 
closure. 

But I think this is a critical 
item in the control point. Again, 
it is fractionalized throughout 
hundreds of insurance companies 
throughout the country. 


MR. DALY: There is a group of 
factors entering into the design 
and operation of the environ- 
ment. One of them is money. 
A second one is energy. If 
you have plenty of energy, 
then you can say money is more 
important. But if you don’t 
have any energy, and New York 
is facing up to some of these 
problems, then you might say 
that is becoming more impor- 
tant. Sometime you might 
cross that line where energy 
will become more important than 
the return of your investment, 
and you will have to expend 
more money to conserve the 
energy. 

What the design professions 
are trying to say is that in con- 
junction with an owner, and 
many times on our own, we can 
originate change in the rest of 
the building industry. Our func- 
tion is, in this regard, a sim- 
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ple, strategic place to generate 
change, but we can't generate 
everything, and certainly not in 
isolation. 


MR. SWINBURNE: Let me cut in 
here, if I may. I just heard that 
we are in that very fortunate 
group that are not able to do 
anything about this energy crisis 
in terms of leadership. Only as 
a participant. 

May I suggest that we are 
discussing leadership, and some 
conflict of interest. 

Someone said it, I don't recall 
his name, that what this coun- 
try needs is a good ten day 
blackout. If it comes, maybe 
we would not design tomorrow 
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morning at nine o'clock like we 
are doing this afternoon at three. 
I have an office policy in 
my firm relating to energy. It 
has changed my practice in the 
last two years and relates to 
similar policy in the areas of 
environmental impacts, life safe- 
ty, and subsystems development. 

Remember that design deci- 
sions by architects and engineers 
influence one-third of all energy 
consumption in America. This 
Btu reservoir, and my statistics 
say it is 70 Btu, will no longer 
be available to the design pro- 
fession. The scarcity and accel- 
erating cost of Btu units spread 
over long periods of operational 
years will positively change the 
economics of design. 

Design concepts that generate 
low initial construction cost 
will give way to design con- 
cerned with life cycle opera- 
tional costs with low energy 
construction. 

Buildings can be built today 
that reduce energy consumption 
by one-half. Regulatory agen- 
cies will set arbitrary limits on 
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energy for lighting, heating and 
cooling. Whether we like it or 
not, it is on its way. 

The standards for human com- 
fort, thermally and visually, will 
be reexamined. Accepted life 
styles will be modified. 

Now this is not a facetious 
statement: water beds today, 
thermal beds tomorrow. So 
when we consider the microen- 
vironment period, maybe it will 
heat up the whole house or stay 
uncomfortably warm on a cold 
winter night. 

Environmental impact state- 


ments today, energy impact 
statements tomorrow, by re- 
quirement. Solar energy for to- 


morrow’s house will drastically 
change its architectural design. 

Economically not feasible to- 
day, comparatively inexpensive 
tomorrow. Today we talk of 
an energy crisis. And surely 
tomorrow there will be a water 
crisis. I say these twins go 
hand in hand. You cannot 
speak of energy conservation 
without considering water con- 
servation. As soon as you 


solve your energy problem, you. 


won't have any water around 
to do this. 

My problem is that I don't 
think I know what you are do- 
ing. My problem is that I can't 
find a client that wants to let 
me alone or turn me loose. 

What is the real problem of 
energy conservation? We have 
in my office a list of innovative 
designs that will conserve en- 
ergy. The problem is not so 
much one of identifying those 
technical methods of reducing 
energy consumption as it is to 
identify those barriers prevent- 
ing transfer of innovative con- 
cept to use by diverse institu- 
tions in the building industry. 

A milestone in my life was 
when I sat with Leo Daly's 
group down in Washington and 
said I could never design a 
building today like I did yester- 
day. It’s impossible. I am con- 
ditioned by my education and 
my design attitudes—so I want 
little holes on one side of the 
building and big holes on the 
other. This is one of the atti- 
tudes one has to change. 

I think that The Forum’s 
greatest contribution—I am not 
sure you can design leadership 
yet, but you are on your way— 
the greatest contribution would 
be to expose these conflicts and 
pinpoint the guys who are really 
holding us up. If it’s me as a 
design professional, say so. On 


the other hand, if it's the owner, 
let him have it. And if labor is 
tying us up, and I don't think 
they will be if the communica- 
tion process is right, we are go- 
ing to get hand-driven systems 
down here without conflict. 

One of the things that I think 
America needs to understand is 
that our whole pattern of life is 
incredibly mobile. About 25 per- 
cent of us move every year! 
Think of the energy that's put 
into this. 

Let's not make a design de- 
cision or an owner-producer de- 
cision or any other decision 
without fully recognizing the 
barriers that we are going to 
contend with. 


MR. MARLIN: George Heery, 
how does your experience com- 
pare? 


MR. HEERY: I would have to 
disagree with what Mr. Swin- 
burne just said. Т believe it 
would be well if we could de- 
stroy the notion that conserv- 
ing energy in a building utiliz- 
ing present technology necessar- 
ily costs more in the first place. 

It's been my opinion for some 
time, particularly in regard to 
the typical highrise office build- 
ing as compared to the current 
high-fashion designs we seem to 
be turning out, that there can 
be substantial reductions in en- 
ergy use, obviously by reducing 
operating costs, but also by re- 
ducing original costs. 

This doesn't mean that one 
part of the building may not 
cost more, let's say more insula- 
tion than we are currently 
spending. But when all of these 
systems are taken into account 
—including, to a large degree, 
the architectural concept of the 
building in the first place— 
there can be a significant reduc- 
tion of both kinds of cost. 

Once we have learned to deal 
with reducing energy in the 
buildings, utilizing our present 
state of technology, I have no 
doubt that we can further re- 
duce energy in what I would 
call a second level of effort 
that will then undoubtedly in- 
crease original costs but further 
reduce operating costs. By that 
time, I believe that most of 
Mr. Hines' financial sources will 
have been so battered about by 
the energy crisis that we are 
going to have that problem kind 
of solve itself. 

I certainly agree with Mr. 
Hines that it is not practical to 


believe we are going to volun- 
tarily and, particularly without 
much leadership, solve these 
problems. We are going to face 
some sort of controls. 

On the AIA task force we are 
approaching, gingerly I might 
say, the prospect of some kind 
of recommendations relating to 
standards. I would also agree, 
as Ms. Gueft pointed out, that 
while architects’ designs have 
some knowledge, they don’t 
have full knowledge. There is 
not a unanimity of direction 
among the design profession. 

Nature, once friendly, has 
been so offended by man, pri- 
marily by the automobile, that 
urban America is now caught 
up in keeping nature out, or 
from getting even. 

We were cautioned earlier to 
talk about buildings. But I can’t 
discuss energy without pointing 
out that the automobile is the 
offender. Not necessarily the 
offender of energy but the of- 
fender when it comes to our 
gross inefficiency of energy 
used, and in the area of air 
pollution. Air pollution makes 
us turn around and use more 
energy to keep air out. In its 
planning role, the design pro- 
fessions can have an effect on 
decreasing the dependence on 
private automobiles. It will not 
have very great effect, however, 
unless we work toward it as a 
constant objective. 


MR. HOWE: Just before the sub- 
ject gets too cool, I would like 
to speak as an owner for just 
a moment. It is very interesting 
to me that the representatives 
around the table come up with 
the same old problem, the chick- 
en and the egg and who is re- 
sponsible. And I have come to 
feel very strongly that it’s the 
owner that has to be the guy 
to put his finger in this loop 
and stop the chicken and egg 
debate. It is a matter of who 
is the best one to initiate what- 
ever action has to be taken. My 
thinking is that the energy 
crisis is going to be the motivat- 
ing factor resolving this seg- 
mentation in our industry. 

The point I would like to 
make is that the owner is the 
guy we have to look at to start 
the thinking off because he is 
really the motivator there to get 
the right kind of a job. The sec- 
ond group we have to look at 
are the architects and the engi- 
neers, because they are the next 
step after the concept of what 
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the owner wants to accomplish. 

The important thing for the 
owner, as somebody mentioned, 
is that we don't ask the archi- 
tect and the engineer to produce 
a building in a given way, but 
set forth criteria, letting the 
architect, engineer, producers 
and everyone else pick up the 
ball from that point. 

It is terribly important for 
the architect to take a very 
strong position in not going 
ahead, even to the point of not 
going ahead with the job and 
dropping the client. 

Another important responsibil- 
ity is to give the architects the 
tools. For years we have been 
demanding Ше critical path 
method of our contractor to 
make sure everybody stays on 
schedule. Now, as in the Post 
Office job we did with IBM, we 
have adopted a program to 
evaluate alternatives that are 
available to us in the design 
of a building. We have de- 
signed four buildings with this 
program and, on a duplicate 
basis, measured it against what 
the architect came up with, and 
have found that in two out of 
the three cases, as a matter of 
fact, that we have been able to 
vastly improve the alternative 
that we select. 

So the question comes up 
about who pays for the experi- 
mentation. And here again the 
owner is going to have to as- 
sume the responsibility, his por- 
tion of the responsibility for 
that. His confidence is going to 
be enhanced by a very close 
working relationship,  particu- 
larly in the beginning of any 
project with the architect. 

If there is any communication 
to be done by government or 
by anybody, it ought to be done 
with the owner. 
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MR. HINES: I would like to sec- 
ond that and say that it is a 
responsibility. We talked about 
leadership. It is the responsibil- 
ity of these continuing owners 
who are again getting a little 
bit greater segment of the mar- 
ket to develop, as we have done, 
in-house design and engineering 
capabilities to evaluate and co- 
ordinate, acting as a recipient 
of and resource for all of our 
building managers. 

These buildings, as designed, 
can be $10 to $12 a square foot 
versus $3. Having this in-house 
skill in your operations depart- 
ment acts, as we call it, in con- 
ceptual construction, and does 
the research that informs and 
supports the architect and engi- 
neer in setting standards. We 
set not only a new factor in 
our operation. We set an op- 
erating cost per square foot. So 
we're trying to operate our 
buildings for 30 cents a square 
foot. That's a very low utility 
cost in the building industry. 

But only look at the incre- 
mental parts, adding them up, 
and we still don't get the lend- 
ers and the credits of that in 
the capitalization factors which, 
in turn, allow us to look at that 
better building in terms of giv- 
ing us a few more dollars in 
top rate. 

They set the same top rate 
whether it’s you or anyone else. 
The life insurance industry is 
probably the greatest producer 
of goods in this area by insist- 
ing on a life cycle look at op- 
erating costs, getting into it a 
little deeper, and giving a differ- 
ent top rate because of the in- 
creasing products that that per- 
son is producing. Certainly, 
they have a greater impetus for 
creating better products in this 
country than any other source. 
Every builder, whether he is a 
continuing builder like this 
group here or the one-time or 
the three-year owner, has to 
listen to him. 

Let's say you put it in terms 
of New York where the situa- 
tion of the floor-to-area ratio is 
related to, for example, a plaza. 
Relating this to the structure, 
you are undertaking a kind of 
leadership by example, and that 
leadership attitude around you, 
in other structures. So the two 
parties, the owners and financial 
institutions, are together. 

It is true that one has to take 
on the burden of additional over- 
head in providing leadership to 
the architects and engineers, and 


be willing to be knowledgeable, 
open to new concepts. That kind 
of response takes an ongoing 
program; it takes a good. million 
dollars of overhead. We spent 
two and a half million dollars of 
overhead. That's the problem. 
You have to have more of those 
people in the business so that, 
as a matter of course, the 
knowledge, and the costs, can 
be shared. 


MR. DALY: Of course, you fel- 
lows represent very sophisti- 
cated owners. You have to bear 
in mind that maybe 90 percent 
of the owners in the United 
States don't have at hand the 
common knowledge and tech- 
nology you would have. So 
when you talk about owners, 
you have a big educational prob- 
lem ahead of you if you are 
going to get them up into the 
sphere you are talking about. 

These are tough problems. 
Maybe it is the responsibility of 
the sophisticated owners and 
operators of properties to set 
some standards which the de- 
sign professions can be respon- 
sible to. 


MR. HOWE: I say it's the re- 
sponsibility on the part of the 
engineer to do a selling job, to 
do the job right. We look to 
architects and engineers in the 
same way. 


MR. DALY: I guess our problem 
is we don’t know what is right. 
The thing we’re saying is let’s 
go into an intensive period of 
study so that we find out what 
the right standards are. 


MR. HINES: The problem is you 
will never get the feedback; the 
owner will never reveal his 
costs. I think Ford Motor Com- 
pany isn’t going to give out 100 
percent of their proprietary 
methods of manufacturing, nor 
will you get a builder that has 
developed certain techniques. I 
am just being very practical— 
they are not going to give 100 
percent of their techniques so 
the man across the street can 
compete with him tomorrow and 
lay it out so that if he has got- 
ten an advantage of 20 percent 
in operations and comfort or 
cost, he is competitive. I think 
that you have to show he’s not 
that altruistic. 


MR. PECK: Let me make some 
points relative to this. The 
fundamental question of re- 


search, I think, is the wrong 
statement. I think the industry 
knows all of these things when 
it gets down to communications. 
The perception has come to 
us, at least in pursuing one of 
Mr. Meisen’s programs, that 
once you get a team to sit down 
and work together to optimize 
a system—that's an overused 
word, but this is what we are 
really talking about, to minimize 
energy—it is relatively inexpen- 
sive to rejigger it for other 
parallel-like buildings. 
What will happen, as we build 
a few buildings that are energy- 
optimized, is that various people 
who have something to gain 
from this thing will present it 
to the potential owners, wheth- 
er it be the little one or IBM. 
What we should emphasize, 
at this point, is getting some 
tools that the industry can use. 
One important tool that was 
mentioned is a computer. There 
are a number of computer pro- 
grams available but most of 
them have been designed for 
optimizing equipment selection 
—for instance, to tell how much 
insulation you ought to use. 
We need a computer-based 
program which can deal with 
whole systems, not just parts, 
and we need to get industry con- 
currence and leadership towards 
a program which will be avail- 
able, usable to all. I think that 
is an important tool. Not that 
we won’t end up needing regu- 
lation, but to the extent that 
we can get an independent in- 
formation system going for in- 
dustry, making tradeoffs, rath- 
er than somebody writing a 
a piece of legislation in Wash- 
ington every five years, we'd be 
a hell of a lot better off. 


MR. STEWART: I don’t want to 
appear to be speaking in de- 
fense of the lending industry. 
I do appear to be the only lender 
here, however. 

Some of the things that have 
been said are absolutely right. 
In the capitalization process of 
appraising a piece of real estate, 
there is no standard for energy 
efficiency. And there ought to 
be. I think our problem is that 
I don’t know where to go to 
find standards of energy effi- 
ciency. It isn’t written down 
any place. 

We tend to back a developer 
who has a record of being ef- 
ficient and ending up with a 
good product. But there is not 
a scientific way of doing this 
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sort of underwriting. 


MR. MEISEN: I was going to 
say that Arthur Sampson, Ad- 
ministrator of the GSA, has 
that as one of his primary goals, 
the development of reasonable 
yardsticks against which you 
can measure the relative ef- 
ficiency as far as energy con- 
servation. We would hope, in 
a reasonably short time, that 
out of what we have learned 
from our project in Manchester, 
New Hampshire, maybe we 
will be able to give you just 
that kind of a tool. 

I think I would like to just 
expound a little more on what 
Leo Daly mentioned—that you 
have four rather progressive, re- 
sponsible owners here. I think 
it is a little unfortunate, al- 
though I don't know what you 
can do about it, that in bring- 
ing together meetings of this 
type with such owners, you be- 
come lulled into thinking that 
this is the industry. And it's 
not the case. Similarly, I look 
here and see probably four of 
the most progressive architects 
in the United States. I would 
love to say that they are repre- 
sentative, but I am quite confi- 
dent that they are not the av- 
erage architect. It sort of brings 
me around to what architectural 
forms can do. I have a feeling 
that, as a whole, the design pro- 
fessions are probably some of 
the most conservative people in 
the world. They would rather 
incur the wrath of a client than 
of another professional. 

What you publish in The 
FoRUM probably means more to 
them than anything we could 
say at a Round Table. When 
you show a building that wastes 
energy, holding it up as an 
award-winner, that's what other 
architects and engineers are go- 
ing to design. 

They are very sensitive to 
criticism from their peers. You 
are very much their peers when 
it comes to publishing what is 
good design. And I think it is 
critically important that you, as 
a magazine, take a policy stand 
in view of the pragmatic in- 
terests of the country, to sup- 
port as design challenge and, as 
a basis for deciding design merit, 
the conservation of energy, as 
well as those aspects which may 
not make the most beautiful pic- 
tures, but are yet basic to com- 
ing up with the best building. 

They will much less tolerate 
professional criticisms than they 
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will outsiders talking. The own- 
er or producer can say some- 
thing; the public at large can 
say something, but if you really 
want to say something, have 
another architect say it. 


MS. GUEFT: I think you are 
quite right. One of the interest- 
ing things about the energy 
crisis is that it happened so 
quickly. Really, five years ago, 
you wouldn't have cared wheth- 
er the building was practical 
from an energy standpoint. 


MR. DALY: You know, if you 
look at building terminology, 
that utilized during design, you 
find it is composed mostly of 
the standard jargon used by the 
various professions involved. 

А knowledgeable owner like 
you fellows might say to 
an architect - engineer or a 
planner: “In this room we want 
150 candle power.” Still, most 
owners just say, “We want a 
room so big to hold a meet- 
ing of 20 people maximum.” So 
the electrical engineer who is 
laying out this room goes to 
the National Electric Code and 
picks out the light level fixed 
ten years ago when Con Edi- 
son or somebody was pushing 
energy down our throats and 
you were unpatriotic if you 
didn’t use it. But he goes to 
that standard and he picks that 
figure off. It might be 100 
foot-candle power; it might be 
125 foot-candle power. If you 
get down to the mechanics that 
you have to tackle if we are 
going to change peoples’ atti- 
tudes and customs—those re- 
sponsible for owning, directing, 
designing buildings—then you 
have to get those little books 
that they use when they go to 
set a standard. 


MR. MEISEN: I think the owner 
has to make a decision. I think 
if you just think about what 
went into it, you will see the 
average office building has one 
or two fixtures every 25 feet. 

If anyone had been a little 
scientific, he would have found 
that in a 100,000-square-foot of- 
fice building there are 4,000 
lighting fixtures. If he would 
look a little further, he would 
see that there are less than a 
1,000 people in that building 
and it doesn’t take a lot of 
mental gymnastics to see that 
you have four lighting fixtures 
per person. 

If someone would say that 


we need that to get adequate 
light on this guy’s desk, they 
would have said, “Oh, you’re 
ridiculous. I wouldn’t think of 
having four light fixtures over 
every desk.” 

I can just see how it first 
started. Someone went to an 
owner and said a good lighting 
level is seventy to eighty foot- 
candles. Where are you going 
to put your desk? And the 
owner said, “I don’t know if I 
am going to rent the space 
out. They may want to go 
anywhere.” 

The owner said, “I’m putting 
lighting fixtures all over. That’s 
good flexibility.” That is what 
we did. 

Now we have these lights 
all over the ceiling. If some- 
one had said, “Well, gee, it’s 
going to cost $100,000 to do 
that in a  100,000-square-foot 
office building, and $10,000 a 
year in energy, counting air con- 
ditioning costs,” the owner 
might have said one of two 
things. He might .have said, 
“I am going to fix the damn 
desk. It is not worth it to me 
because you’re not buying the 
light; you’re buying flexibility.” 

He might have said to the 
engineer, “Well, gee, can’t you 
get a fixture that I can move?” 

Half the time, if we just use 
any kind of a cost analysis tech- 
nique and go to the owner and 
say, “Here are your options,” 
the owner is going to make the 
right decision nine times out of 
ten. I think we have to get 
away from that a little more. 
We have to nail down what 
the options are. 


MR. SWINBURNE: Wally, you 
just left out the last step and 
said that when we moved the 
desk, the lights went with it. 


MR. MEISEN: It's a possibility. 


MR. CLARK: May I respond to 
this? First of all, in addition to 
what Wally said, we have to re- 
member that our past history 
was predicated on a reducing 
energy cost and an increasing 
efficiency of light source. 

It is estimated that about five 
percent of the total energy in 
the United States is used in 
lighting. The Bureau of Engi- 
neering, a year and a half ago, 
made some concrete proposals 
as to how we might save some 
energy relative to lighting. 

I don't think that the light- 
ing standards can be above 


criticism but they have to be 
knowledgeable and constructive. 
I want to emphasize “knowl- 
edgeable" because most of us 
who have been a little bit on 
the firing line on this situation 
for a while repeatedly find that 
people don't understand the 
recommendations. They just ab- 
solutely don't. Practice has ig- 
nored them. And yet, when the 
defense comes up, it goes back 
to the recommended practices. 
I think we are talking of con- 
sistently higher levels and have 
recommended, in many cases, 
the definition of lighting levels 
on a task, wherever it occurred 
at any time. This is overlooked. 

I think we have to champion 
the cause of eliminating waste. 
It was interesting to me, some 
months ago, to look up the 
definition of conservation. There 
were some arguments here as 
to whether this was truly 
descriptive of what we want to 
do. It was kind of interesting 
that one of the items was 
"elimination of waste." It also 
referred to human energy con- 
servation, and energy also. In 
addition, we must be concerned 
about the interests of those us- 
ing light, and about the qual- 
ity of light in our designed 
spaces, both of which were al- 
luded to earlier. 

So we are at the unnecessary 
junction of what light brings 
to people in terms of general 
well-being. We have to look 
at this balance. A lot can be 
done before we start modify- 
ing life style. You also have 
to remember that lighting is an 
energy saver as well as an en- 
ergy user. I'm not talking just 
human energy, which is part of 
it, but we can't look at a build- 
ing as a black box all in itself. 

The question is, if you dis- 
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turb the quantity and quality of 
lighting, how much do you re- 
duce productivity in terms of the 
number of products per man, 
the number of defective prod- 
ucts per man, the number of 
men required in that place, the 
transportation to get them 
there and home. 

Another factor that has to 
be considered is a better dis- 
crimination among the various 
elements in the design process 
which contribute to the final 
lighting design. Too often 
they just get locked into one 
hole. There are a lot of dif- 
ferent influences along the way, 
among them a better under- 
standing of recommended prac- 
tice for realistic understanding, 
and a new level of professional- 
ism among those designing in- 
stallations. 

We have a serious problem 
in the lighting field. Perhaps 
not more than 35 or 40 of us 
in the United States are grad- 
uate illuminating engineers in- 
volved in lighting. A great 
many other classmates have 
gone into other fields. That 
starts the day you step out of 
college as an illumination engi- 
neer. Most of what happens 
along the way is a long-term 
process of learning, and I am 
proud to say a great deal of 
this is due to the Illuminating 
Engineering Society. What they 
have discovered has been a part 
of the education of those who 
are not immediately involved. 

One other point was brought 
out in relation to this. We 
need to better design lighting 
goals. We are repeatedly handi- 
capped by not having adequate 
knowledge the day the lighting 
decisions have to be made as 
to what the other elements are 
in the building. 


MR. MARLIN: I also think it 
suggests a starting point for 
discussing other areas of lighting 
products. 

Let's sweep the slate clean. 
Let's pretend that there was no 
glass. It is my understanding 
that the builder in the street 
is doing a good deal of reevalu- 
ation and is looking at the state 
of the architect as he is and 
trying to find pressure points 
where improvements can be 
pushed. 

I know, in the field of alu- 
minum, that this is the case. I 
know that Alcoa, for instance 
has been concerned about the 
by-products of its products. 


FORUM-JULY/AUGUST-1973 


Would Mr. Mader speak to this? 


MR. MADER: The supplier has 
two areas he can assist us in. 
One is completely out of size, 
the effect and relationship of the 
building industry, that is, what 
we do about our basic proc- 
esses and their energy con- 
sumption. Now we have more 
of an opportunity to do some- 
thing with impact, simply be- 
cause we are working on the 
biggest chunk of energy that we 
effect. Industrial use today is 
about a 40 percent factor in 
total energy being used in the 
country today. 

For a while we were being 
shellacked in some areas be- 
cause what we do, and what we 
are planning to do, is misunder- 
stood. 

Barry Commoner, the en- 
vironmental scientist, pointed 
out that aluminum uses six 
times as much energy to pro- 
duce as steel which, on the sur- 
face, is a reasonable statement 
if you are talking about per 
pound of steel versus per pound 
of aluminum. What he missed 
was that aluminum, due to its 
specific weight, will go about 
three times as far per pound, 
which Barry Commoner now ad- 
mits puts it down to a two-to- 
one ratio, rather than six-to-one. 

We have had to go through 
the educational process of say- 
ing that no one uses as much 
steel ingot or aluminum ingot 
as such. That the real way to 
indicate the energy use is at 
the end product level. Without 
going into a lot of detail, I can 
tell you that if you were com- 
paring aluminum and steel at 
the end product level, you would 
be somewhere at a ratio of 
around 1.2 to 1.4. 

But these are two different 
materials with two different sets 
of properties and uses. They are 
pretty much in the same area 
so far as basic requirements to 
produce them. 

But we can still do more in 
the area of industrial reduction 
of energy than the impact we 
can have on energy use in build- 
ings. Let me give you an ex- 
ample. In 1940, the energy con- 
sumption of aluminum per 
pound was 12 kilowatt hours. 
Today, the average in the indus- 
try is down to about eight, 
and the better, most recent facil- 
ities operate at about six and a 
half. We have just announced 
a new process, which we are 
backing up with a major plant 


in Texas, that will reduce it 
from this to four and a half 
—another one-third reduction. 

Now, we wouldn't claim we 
are doing this out of just a 
sense of public responsibility. 
We were working on these 
processes 15 years and $25 mil- 
lion ago. But we know that 
the energy shortage will con- 
tinue, and that the best way in 
the world that we can help our- 
selves, from a cost benefit basis, 
is to reduce our consumption of 
energy. Now, that is the in- 
dustry side of it. When we 
come over into the building in- 
dustry part of it, I think that 
what we are trying to labor 
under are some early, pretty 
broad and publicized statements 
which are really more mythical 
than practical. 

I think the first of those 
that got wide promulgation 
was the fact that the energy 
shortage really is going to last 
until 1985. This leads too many 
people to say it’s only a con- 
temporary problem. Other peo- 
ple talk about the coming of 
the laser fusion reactor. This 
is going to make things all well 
because there won’t be an en- 
ergy shortage. The truth of the 
matter is that even if we get 
out of an energy shortage, the 
cost of energy is going to go 
up. So we do need pressure 
for energy conservation. 

The second thing that has 
been discussed here is, since we 
have an energy shortage, we 
need a broad, new, effective 
technological innovation to re- 
duce consumption. 

If I got Herb Swinburne’s 
point—frankly, Herb is usually 
a clear voice out of the forest 
—I think he was saying that 
it is not new technologies we 
need but to do our thinking 
more appropriately, get rid of 
our hangups, our conflicts of 
interest, and use the technology 
that we have more effectively 
so that energy becomes mar- 
ketable to the developers, to 
the owners, to the financiers. 
Thoughtful use of technology is 
a place where we can do a lot. 
We can do qualitative analysis 
of situations. 

We can do ideal work and 
product development. Most of 
all, we can help educate you 
with what we have learned by 
our enterprise. 


MR. SWINBURNE: You said inno- 
vative design, not innovative 
technology. 


Becket 


MR. BECKET: I agree that it is 
going to take all these forces 
put in on a very short basis. 
Going back ten years ago, when 
energy was cheap, why can't it 
be cheap ten years hence? Cer- 
tainly we want to conserve. But 
there is absolutely no reason, 
absolutely none, that our in- 
novative designs of the energy 
producers cannot produce a de- 
sign that will be relatively cheap 
in the future. I disagree en- 
tirely that energy has to be more 
expensive in years to come. I 
think it can be cheaper. 


MR. MADER: I was thinking of 
restrictions which have kept the 
course of energy low, about 
governmental regulations. 


MR. SHEPHERD: I don't know 
about the facts, but I'll be glad 
to give an opinion. I think 
there is no question that energy 
costs are going to go up for the 
rest of this decade. I person- 
ally think that they could come 
back down and we could again 
have a situation where the 
United States could be totally 
self-sufficient in energy by the 
1990's. Nobody really knows this 
because there is a multitude of 
factors bearing on it. In that 
period of time that energy could 
be as cheap as it was, say, in 
the 1960's, it will be energy de- 
veloped from different bases. It 
will have to come, in that case, 
from nuclear power, from the 
use of coal in a more sophisti- 
cated form, perhaps from solar 
sources, and perhaps from some 
techniques that we haven't 
thought of yet. 

I rather agree with Mr. 
Becket. As this becomes a 
major problem in the United 
States and people—not only en- 
gineers and technicians but — 
those with real scientific genius 
and inventiveness—start apply- 


67 


ing their minds to this problem, 
the energy situation of the latter 
half of the 1980's might be 
quite different than the latter 
of the 1970's, and one which no 
one is correctly forecasting. 

Ithink it is worth paying con- 
siderable attention to what sort 
of energy mix we are going to 
have five years from now, or in 
the 1980's. I can't give you an 
answer on that, but I can say 
a word or two about some 
factors bearing on it and what 
some people have thought. 

Most of you are familiar with 
the National Petroleum Council 
study, "The Energy Outlook for 
the United States," which was 
done at the request of the Secre- 
tary of the Interior—a cost 
study of energy supply and de- 
mand through 1985. In that 
year, they used four cases. Case 
Four was predicated on the fact 
that there would be basically no 
change in U.S. Government pol- 
icy and no significant advances 
in technology with respect to 
finding and developing oil and 
gas. Case One postulated that 
there would be a major change 
in U.S. Government policy de- 
signed to stimulate domestic de- 
velopment of oil and gas and 
that there would be, in addition, 
sufficient technical development 
with respect to this. Then, of 
course, there were two cases in 
between. 

Using their figures they pro- 
jected that the United States, in 
1985, would be importing some- 
thing less than four million bar- 
rels of oil a day. We are now 
importing six million barrels of 
oil a day. So they are projecting 
that we would be importing less 
at that time than we are now. 

Their Case One projects us 
importing between 19 and 20 
million barrels of oil per day. 
I bring this up because this 
very knowledgeable group of 
people argued, essentially, that 
U.S. Government policy could 
make that much of a difference 
in oil and gas production, which 
is what makes the difference 
with respect to those importing 
figures. 

Now the very interesting thing 
about that particular set of pro- 
jections is that they held the 
percentage of use of coal rela- 
tively steady. 

I think it reasonable to postu- 
late that if the U.S. Government 
policy can make that much dif- 
ference in the amount of oil and 
gas it has developed in the 
United States, it could also make 
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a tremendous impact in the 
amount of coal that is developed 
and used. 

So we may find ourselves in 
1985 with the energy pattern 
predicted by the National Pe- 
troleum Council, but probably 
we won't. We will find our- 
selves in some other energy 
pattern. 

I think that there will be a 
decision to place a very high 
priority on development of do- 
mestic U.S. resources, partly for 
national security reasons and 
partly for balance of trade. 

You probably have all seen 


Shepherd 


some sort of projections or dis- 
cussion about the impact of im- 
porting vast quantities of oil on 
our international trade or bal- 
ance of payments situation. 

The President’s energy mes- 
sage or, rather, his background 
statement to it, estimated, re- 
gardless of what is done in this 
country, that we will probably 
be importing ten to twelve mil- 
lion barrels of oil per day in 
1980. If you assume that, and 
the cost is $5, and this is prob- 
ably low on both counts, that's 
$50 million a day, which is go- 
ing to run into the order of $20 
billion a year. That, in and of 
itself, is considerable incentive 
to develop a domestic energy 
program, realizing that it is go- 
ing to cost more, a lot more for 
the period between now and 
1985, let's say. 

I don't want to pick that as 
a magic number, but somewhere 
in that area. I don't think, with 
all the technology in the world, 
that we can meet the objectives 
of the environmental program 
which call not only for having 
fuel which can be burned in an 
environmentally acceptable man- 
ner but also for producing it 
in an environmentally acceptable 
manner. When we get to coal, 
those are very serious problems. 


So it will cost quite a lot more 
money. 

As we move toward domestic 
energy sources, I would like to 
mention that we will run into 
a conflict on the way the en- 
ergy should be used. Оп the 
short term, it's probably futile 
to stress the energy of electric- 
ity, because in Btu's consumed, 
it takes a lot more to deliver 
to the user than it does natural 
gas or perhaps fuel oil. 

For those of you who haven't 
followed it, there were four 
days of hearings in Washington 
on the voluntary petroleum allo- 
cation program, one which was 
instituted mid-May so that oil, 
petroleum and petroleum prod- 
ucts might be more equitably 
distributed to the system. Most 
of the testimony urged that the 
program be mandatory. 

The Senate has passed a bill 
by Senator Jackson, calling for 
a mandatory petroleum alloca- 
tion program. That's a very 
difficult thing to administer, but 
it could have quite an impact on 
the end-use availability of fuel. 

The Federal Power Commis- 
sion has already set curtailment 
priorities for the use of natural 
gas. What Im suggesting is 
that you keep in mind (looking 
now when you're building the 
building), is the question of 
what kind of fuel will you be 
able to get and what steps can 
you take to assure that you will 
have a continuous supply. 

If you're working in fuel oil 
as distinct from natural gas or 
electricity, you may want to 
design a considerably larger 
storage facility than you would 
have otherwise. If you're work- 
ing in natural gas, or perhaps 
even electricity, you may want 
to take into account what sort 
of alternative fuel source you 
could use in case your fuel is 
shut off. Because if we do go 
to a ten-day blackout the re- 
sources to remedy that very 
quickly won't be ас Пап. 
Another one might follow with- 
in a very short time. 

While I've got the floor, let 
me say one more thing. In terms 
of what the government can do 
in energy conservation, I really 
think that you will see a very 
much heightened effort in this 
arena. It will start out, I am 
sure, in terms of voluntary 
measures, emphasizing what the 
government can do to create 
a climate which will make en- 
ergy conservation not only a 
legitimate thing, but a very de- 


sirable thing. 

We need to develop an energy 
conservation ethic. I think the 
Federal Government will lead 
the way, partly through the sort 
of thing GSA is doing, to show 
what government can do with 
existing buildings as well as 
new ones, what government can 
do in the way of energy conser- 
vation practices, in other areas, 
such as perhaps purchasing 
smaller cars, adjusting heat and 
light to usage. What kind of 
car do you have, Walt? 


MR. MEISEN: A Pinto. 


MR. SHEPHERD: That's a new 
change from the black Cadillac. 


MR. MEISEN: We are trying to 
get developed a six-passenger, 
four-cylinder. 


MR. SHEPHERD: Which is not 
made in the United States to- 
day? 


MR. MEISEN: That's right, which 
we can't buy domestically, which 
is a problem for us. But I 
think it’s on its way. 


MR. SHEPHERD: I would urge 
that if we talk more about the 
role of what the government 
could be, that we talk about 
government regulations. Гуе 
been involved in a regulatory 
program for three years now, 
and it's a tough sort of thing to 
administer from Washington. 


MR. BECKET: I have got a very 
good suggestion. Why don't you 
just offer 20 or 30 million dol- 
lars as a prize for someone to 
invent something as a new 
source of energy, and let's get 
on with it? 

I don't like your date of 1985. 
I think that the American peo- 
ple and industry are much more 
innovative, and work much fas- 
ter than that. I really do. I 
just think there is a source of 
cheaper energy. We have been 


talking here about stop-gap 
measures. 
Mr. Deimer mentioned that 


architects don't have enough 
money to do research. We do 
and are doing it. You men- 
tioned water. We just finished 
and are coming out this fall with 
something that will reduce us- 
age of water by a total of one- 
third. Why don't they do some- 
thing? 


MR. SHANNAHAN: I think from 


a lot of discussion around here 
that probably most of us don't 
recognize how completely we 
have gone into a revolution as 
far as basic energy thinking in 
Federal policy is concerned. I 
see nothing ahead but increased 
costs, and for some very good 
reasons. 

If you go back to the 1930's, 
the time that TVA was built, 
and some of the other Federal 
projects, we were really in a 
Federal policy of the most en- 
ergy available at the least pos- 
sible cost. Some of the costs 
were either not recognized at 
that time or were deliberately 
not passed on to the consumer. 
We developed Federal and 
state regulatory levels with the 
sole objective of keeping the 
energy cost down. We have 
recognized that there are en- 
ergy costs which have not been 
reckoned with, such as environ- 
ment, such as long range re- 
search and development, and 
these are entirely new fields 
of cost which the consumer has 
not been asked to carry on. But 
he will be asked. 

You realize that today if we 
started a nuclear power plant 
any place in this country, it 
would be ten years before that 
plant would be available to dis- 
tribute any electric energy. It 
takes that long to bring a plant 
into service because of the con- 
struction, the regulatory and the 
administrative delays. So what 
we are dealing with, in part, is 
a shortage of lead time. We 
simply cannot move rapidly 
enough to make additional en- 
ergy available. 

Your basic energy problem, 
as far as the electrical side, is 
going to be in two years. It is 
going to be a shortage of ca- 
pacity because of this long lead 
time, and it is also going to be 
a question in some areas of 
fuel availability. 

The electricity has been basi- 
cally coal-based, and coal is al- 
most unavailable today because 
of the environmental require- 
ments. We simply do not have 
the technology to remove sul- 
phur from coal, permitting it to 
be burned in power plants and 
meeting the environmental 
standards. 

Could this be done, we would 
have no energy problems in this 
country for a considerable time. 
Nuclear power is extremely cost- 
ly from a capital standpoint. A 
nuclear plant today is in the 
neighborhood of $300-500 per 
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kilowatt. We used to be able 
to build coal plants and gas 
plants for between $85-100 per 
kilowatt. 

Now all of these additional 
costs in view—those in environ- 
mental considerations, those in 
research and development—are 
going to have to be passed on, 
in one form or another, to the 
consumer. 

Some people in the industry 
are predicting about a five per- 
cent increase in energy costs 
per year, particularly if the 
present rate of inflation does 
not change. 

So one of the major factors 
that is going to be influencing 
building design, building usage 
and building construction is this 
matter of energy costs for op- 
eration. 

There is another area that has 
been touched upon briefly, and 
that is the relationship of trans- 
portation or the building design. 
And this gets into the whole 
area of land use. 

We are basically a people 
based on the individual auto- 
mobile. Аз our planning, de- 
sign and building concepts get 
away from that, we will begin 
to have some major solutions 
for transportation. 

Another thought on transpor- 
tation and energy and natural 
resources. There is a lot of work 
being done today in coal gasi- 
fication. Strictly from the stand- 
point of substituting for natural 
gas, there is perhaps another 
and maybe better use for the 
result of coal gasification, and 
that is for the transportation in- 
dustry to use this product as a 
substitute for gasoline in the 
automobile. To do this would 
not involve any changes in au- 
tomotive technology. The pres- 
ent engines, carburetion and so 
forth, can be readily designed to 
take this new product. 

But I don't see, from what we 
know today, how we can rea- 
sonably expect anything in the 
way of reduction in energy cost 
in the foreseeable future. 


MR. BECKET: Why does it take 
ten years to build a plant? 


MR. SHANNAHAN: A great deal 
of that is in red tape. General 
Electric Company, for example, 
has made a statement, and this 
actually happened. They con- 
tracted to build two nuclear 
plants, one in the U.S. and one 
in Japan—practically the same 
plant. The Japanese plant is in 


operation; it took four years. 
The other plant is at least four 
years from operation simply be- 
cause of two procedures. 


MR. BECKET: Government pro- 
cedures? 


MR. SHANNAHAN: Yes. 


MR. DALY: Environmental im- 
pact statement? 


MR. SHANNAHAN: Both. Large- 
ly it'S environmental. You real- 
ize that under the environmen- 
tal laws, any person, for any 
reason without qualification, can 
delay the court procedures on 
any project almost indefinitely. 


MR. BECKET: I must say that I 
was trying to get you to come 
out with that because, frankly, 
at the risk of being very un- 
popular, I think the environ- 
mentalists have gone too far. I 
think it's ridiculous what they 
are doing. If we can build a 
plant here and you people can't 
get it down to four years, then 
we are going to be in 1985. 
I don't think we should be. 


MR. MARLIN: At the risk of 
sounding Orwellian, I would like 
to stop at 1984 for lunch. 


КТАН iE 
AFTERNOON SESSION 


MR. MARLIN: What can we real- 
istically do? What kind of mech- 
anism for research and dis- 
semination of information can 
be created? Who should be 


stewarding this? 


А point was made that there 
is no one sector of the industry 
represented here that could pre- 
tend to be the sole leader in 
creating this kind of mechanism 
but, given that, how do we go 
about creating a clearing house? 
We have not yet heard from 
the representatives of the steel 
and glass industries. I would 
like to get some recapitulation, 
some impressions from their 
spokesmen, who have not really 
had an opportunity to say much. 


MR. LONG: We have been talk- 
ing around the central issue 
here, which is this: The energy 
crisis is just one more manifesta- 
tion of the glaring imperfection 
in our entire economic system. 
For as long as economists have 
written about it, the social or 
consumptive cost in products is 
not accounted for in our eco- 
nomic system, the capitalistic 
System. And I don’t think to- 
day that we will ever be able 
to factor those costs into day 
to day buying decisions, owners 
or what have you. 

We have an imperfect system. 
We have to talk about working 
within that system because it 
is not about to be changed to- 
day. There will be, as has been 
made clear, legislative action to- 
ward a broader view of the en- 
ergy crisis. 

The question is how can we, 
in our own way, change the 
demand for our products and 
services in order to make the 
most of the energy crisis? That 
is perhaps a little pragmatic. 
But I really think that will be 
the way we take action. 

My guess would be that Leo 
Daly will go home with an in- 
creased awareness, although he 
has been in the forefront in 
this area, of the profit oppor- 
tunities in terms of the energy 
crisis. He will develop and 
promulgate—I think that's an 
important part of it—the special 
expertise for service on the part 
of some of us, special products 
which will help in terms of the 
energy crisis. 

For example, Mr. Howe says, 
"I want to build a building 
which conserves electricity, con- 
serves heating fuel and what 
have you, to the greatest extent 
possible within the bounds of 
being competitive in terms of 
first cost. Give me a study in 
three or four weeks that gen- 
erally roughs out the specifica- 
tions for that building, so that 
we can go to the board and get 
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authorization to build it" He 
probably couldn't get a very 
good answer from any of us. 

In my view, what we really 
have to do is to go back to the 
basics of marketing. We have 
got to first tell our story better. 
We obviously have demand to- 
day on the part of even the 
least sophisticated owner for a 
better building in terms of en- 
ergy consumption. 

I can't imagine that anyone 
is unaware that steel costs are 
going to go up in the next 
ten years. Even the first home 
buyer. And the responsibilities 
in terms of knowledge and prod- 
ucts and services is going to 
make profound changes in the 
construction business. We are 
going to capitalize on that un- 
derlying demand if we are ready. 
So it isn't a question of who 
has to take the lead in terms 
of change in the consumer's at- 
titude. It has changed today, 
and it will be taxed to come up 
with the technology to meet the 
demands. 

We have got a lot of diverse 
products available in our bag. 
But I am not sure we know 
how to tell our stories sufficient- 
ly to the diverse interests in- 
volved in building decisions in 
order to respond effectively. 


MR. DALY: Who are those in- 
terests? 


MR. LONG: Certainly the archi- 
tect is the top influence because 
unless he is informing the own- 
er of the possible tradeoffs, 
they will never take place. If 
I tell my story to the architect 
properly, improving his bag of 
tricks if you will, then he can 
tell the owner the story. 


MR. DALY: Doesn't that bag of 
tricks have a bad connotation 
right now? We ought to strike 
that from the record. 


MR. LONG: We've had a pro- 
found change which would have 
been inconceivable ten years 
ago with the advance of the 
construction manager or the con- 
struction management team. The 
basic demand for that service 
was that construction costs 
went out of sight very rapidly. 
And very few people stepped in, 
told their story properly and, as 
a result, a demand for their 
services is right off the top of 
the map. And we all know who 
those people are today. 

They put together bits of in- 
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formation from throughout the 
industry in a package and they 
consult their services almost at 
wil today. We are going to 
see the same thing resulting 
from this energy crisis. 


MR. MEISEN: The problem is 
recognizing that there is a de- 
cision to be made. By lack of 
decision, or by lack of knowl- 
edge that one is even required, 
we make decisions that are not 
working towards our best in- 
terests overall. 

Almost identifying those 
choices, as you have said a 
number of times, is the real 
key to it. 


MR. LINDQUIST: I am a little 
confused because I don't know 
the owner who is given the de- 
cision to make, whether his en- 
ergy cost would be high or low. 


MR. MEISEN: You never got that 
decision to make. 


MR. LINDQUIST: And he might 
quarrel about it. He might 
squawk about the design. 


MR. MEISEN: But at the right 
point in time you never got that 
choice to make. That's where 
we have to start. 


MR. SWINBURNE: Efficiency 
costs money in terms of initial 
construction cost. 


MR. HEERY: If the performance 
criterion is the same, and if you 
are talking about the mechani- 
cal and electrical systems. 


MR. SWINBURNE: Innovative de- 
sign, understanding these kinds 
of efficiencies, will give you long 
term life cycle cost. This is a 
design factor and I am sure this 
is what you have worked out. 


MR. DALY: The right thing ordi- 
narily will not cost you more 
money. 


MR. LINDQUIST: That’s not my 
point. 


MR. SWINBURNE: It won’t cost 
you more money in the long 
term effort. 


MR. LINDQUIST: Unless you go 
into something shoddy and 
cheap. 


MR. DALY: Even the initial cost 
won’t necessarily cost you more 
money. 


MR. SWINBURNE: Let’s put it 
this way. I need 1500 tons of 
air conditioning. The cost of 
the efficiency package is going 
to be more initially than the 
long term. It’s cheaper for you 
to buy that initially higher cost- 
ing package. 


MR. DALY: What we are saying 
is that 1500 tons is just one part 
of it; the architect might turn 
the direction of the building, or 
shade its glass, or put addi- 
tional insulation in. You can 
pick up one of those brochures 
of Con Edison. You don’t have 
to have these big meetings. So 
if you plan in conjunction with 
nature it shouldn’t cost you any 
more to do it right than it does 
to do it the way we've been 
doing it. 

For the last 50 years in the 
United States, the use of energy 
per capita has doubled every 
ten years. With the occupied 
space in the United States hav- 
ing remained constant over a 
50-year period, you don't have 
to be too smart to know that 
if that continues, there is no 
way that we can keep up. 


MR. GLIDDEN: One of our big- 
gest problems is where do we 
spend our money in research 
and development to get some 
return? Our problem is that we 
really have a hard time measur- 
ing what the customer wants. 
One of the very high horse- 
power operations you have in 
this country is the industry's de- 
sire to sell a product at a profit. 
If they know what the target 
is, they can go after it. But if 
you leave it up to the industry, 
we are going to be very imper- 
fect in defining the targets. 
You have to look to the people 


Glidden 


who are making the judgments 
to determine where the money 
is going to be spent to find 
those targets so that industry 
can reflect this in their solu- 
tions. 

If you are looking for indus- 
trial development, new products, 
that will help in this area, I 
think the architect and the own- 
er—basically the owner, the guy 
with the money—is the one who 
has to target us so we know 
where we are going. 

The second thought I have 
relates to the governmental com- 
ments. Some four or five years 
ago, the environmental problem 
was before us. And at that 
time the government established 
certain standards. The building 
industry is about to get caught 
in the same pinch that the in- 
dustrial sector is caught in. That 
is, standards were established 
and they were the best stand- 
ards at that point in time. But 
since then our knowledge has 
increased significantly. So that, 
in my view, the standards that 
were enacted as part of the EPA 
operation should be reviewed 
and evaluated. I think that 
might lend some large margin 
of latitude as to how we can 
solve this problem in generating 
energy, so that hopefully we 
can solve it before 1985. 


MR. ALTER: Going all the way 
back to what Mr. Stewart said 
before, he mentioned that it 
would be easy to invent the job 
if they had some yardsticks. I 
wonder if there is some way 
your publication could get it all 
together by striving to arrive at 
some yardstick for various 
types of buildings, functions to 
provide and, you know, develop 
it into a Good Housekeeping 
“stamp of approval.” 

There are buildings that are 
good, like there are cars that 
are good. The Pinto does 36 
miles to the gallon while others 
do only 11 miles to a gallon. 
Somewhere along the way and 
because we are a society that 
likes to have cars easily seen, 
I think that you could use some- 
thing to label it as a good build- 
ing or a bad building. 


MR. LINDQUIST: This gets very 
complicated. You find difficulty 
comparing. Again, you have a 
decision as to whether a garage 
is desirable. At one time it was 
mandatory to have so many 
units, parking units per building 
population. Now there is a 


trend the other way, that you 
must not put too much garage 
space in a central area because 
it increases vehicular traffic 
where it doesn't belong. If you 
are trying to develop some kind 
of a standard, if you try to de- 
fine those standards in a way 
where they do not penalize con- 
struction which, though it may 
be high in indirect energy cost, 
is also very high in value. 


MR. ALTER: While it certainly 
wouldn't be an absolute kind 
of a standard, at least it would 
be some kind of a yardstick be- 
fore one applies judgment. 


MR. LINDQUIST: It's a good con- 
cept but it is difficult to apply, 
as is everything worth doing. 
But it is difficult to not con- 
fuse the level of service offered 
with the cost of operating the 
service; that is, if you are will- 
ing to put twice as many people 
in an area, your cost of sustain- 
ing those people in that area is 
going to be substantially less. 

You can put half as many 
people in the area. We have 
market forces and other forces 
compelling us to provide more 
space and we have to be careful 
that we don't let energy per se 
dictate too much of the rest of 
our design. 


MR. SHANNAHAN: Today, under 
the laws that exist on our 
books, it is extremely dubious 
that such projects as TVA, Bon- 
neville and Boulder Dam could 
be built. 

This, I think, is a reflection 
of some of the basic changes 
that have come about in our 
thinking towards the use of en- 
ergy, the availability of energy 
and, of course, the cost of 
energy. In the final analysis, 
a careful evaluation of the in- 
creasing cost of energy is going 
to be a determining factor in 
design and utilization. And а! 
the risk of being exceedingly 
facetious, I would like to offer 
two solutions to the energy 
problem, neither of which will 
be acceptable. The first is to 
abolish the medical profession 
and close the hospitals. This 
would control the population 
from the average expectancy of 
about seventy-two years to forty- 
one years. It would solve our 
population and our energy use 
problems. 

The other would be to abolish 
all automobiles except for Volks- 
wagens. I wouldn't object to 
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this. But I think these two, 
even though they are facetious, 
even though they are extreme, 
indicate the degree in which we 
must face up to some basic 
changes in our basic philosophy 
regarding energy and energy use 
and the total energy cost. 

And until we recognize these 
and are willing to adjust our 
design parameters with regard 
to energy costs and related Гас- 
tors, we're not going to find any 
real answers. 


MR. SPENCER: I hadn't thought 
about doing away with the doc- 
tors and hospitals. I would 
much rather talk about glass. 
I think glass can defend itself. 
I believe that man is à creature 
of nature and wants to live out- 
side. In fact, if you do the 
worst thing possible to him, you 
put him in solitary confinement 
where he can't see. So I believe 
that he will communicate with 
the outside through glass and 
I am convinced that glass will 
get its share of the business. 

I believe that people have not 
gone to glass in the past over 
the so-called black box for any 
other reason than it was the 
cheapest thing to fill that hole. 
It so happens in buying the 
cheapest thing they got a lot 
of problems along with it. There 
are many glass solutions to 
glass’s basic problem. Obvious- 
ly the sun is the best supplier 
of light and heat, and glass is 
great in transmitting those. 
Glass can be adjusted to exclude 
those in many ways. So І am 
not afraid of what glass can do 
for itself. 

Basically, I am in favor of 
energy conservation, and I mar- 
vel at the way Europeans are 
so basically thrifty in behalf of 
the Btu. Once they decide that 
they are going to use the Btu 
in the first place, they certainly 
squeeze it to death. We don’t 
seem to do that. The American 
way has been to dissipate as 
much as possible. 

I personally take a dim view 
of preserving energy on a pa- 
triotic basis. I just can’t imag- 
ine my saving energy to do 
something for you. You've got 
to put it in my pocket before 
I feel it. As a result, if I save 
energy, and that's good, I am 
glad someone can benefit. But 
if I have to do this at my own 
expense, I am not going to wave 
a great big flag, and I don't 
think there are very many 
Americans who would. 


Somehow, you have got to 
get Jim Stewart to tell you here 
that if you are going to build 
a building that is going to use 
a lot of energy, he is going to 
charge you nine percent and if 
you are going to build a tight 
one, he is going to charge you 
eight and one half. 

Another pressure point is in 
the energy suppliers themselves. 
An energy supplier has got to 
be able to say, "If you build a 
tight building, I will give you 
energy and I will give you the 
right kind of rates, but if you 
build a loose building, I am not 
going to give you energy but 
I am going to give you high 
rates." 


MR. MEISEN: It's the other way 
around now, isn't it? 


MR. BECKET: It is reverse rate 
they should use. Why don't you 
do it? 


MR. SHANNAHAN: It won't 
work. Incidentally, the energy 
rate in Europe is about two to 
one for this country. 

As an example of the interest 
in this subject in Europe, the 
North Atlantic Treaty Organiza- 
tion is having a weeklong meet- 
ing this October concerning the 
efficiency of energy use in resi- 
dential and commercial build- 
ings. This is how intense and 
worldwide the energy problem 
has become. I, for one, feel 
that once the true economics of 
energy and energy costs get to 
the market place, a lot of these 
problems of conservation are 
going to be solved by strictly 
pure self-interest in economics. 

If we let the true economics 
come to the surface, then these 
factors will determine our de- 
sign, our use, our application of 
energy. And until these things 
are allowed free play, we are 
not going to get a real apprecia- 
tion of the costs, or of the so- 
cial, economical and political im- 
plications of energy use. And, 
believe me, these implications 
are vast. 


MR. MEISEN: Are you sure you 
are talking about artificial gov- 
ernmental controls? 


MR. SHANNAHAN: Yes. 


MR. MEISEN: I can’t disagree 
with you at all. But I think this 
artificial control of price as dic- 
tated by corporate policy is simi- 
lar to that which says, “The 


Spencer 


more you use, the cheaper it 
gets.” 

I am not arguing against re- 
duction of government controls. 
I agree with you. The market 
place will determine. But simi- 
larly, you have to recognize that 
the market place is not being 
influenced positively by giving a 
cheaper rate if you use more 
energy. It should be just the 
other way around. 


MR. SHANNAHAN: If the eco- 
nomics of the situation are such 
that the more a particular cus- 
tomer uses, he deserves a cheap- 
er rate, then he should get it. 


MR. MEISEN: How can he do 
that? I would venture to say 
that if you were short of elec- 
tricity, you would cut me off as 
a little user before you cut off 
the guy that's paying the whole 
thing. 


MR. SHANNAHAN: We are talk- 
ing about two different things. 
I am talking about the econom- 
ics and generation of supply as 
electric energy. Under certain 
circumstances it is a fact that 
a large user deserves a lower 
rate than a small unit. 


MR. HEERY: Because it's less ex- 
pensive to serve. 


MR. SHANNAHAN: There are 
certain basic costs to serve, re- 
gardless of the amount that a 
customer uses. If, for example, 
you wanted to reduce electrical 
costs to the purest simple eco- 
nomic situation, you would have 
a very high charge to collect 
and a very low and, in certain 
cases, almost negligible kilo- 
watt hour cost. It's the initial 
cost to serve. Now, this whole 
question of electrical energy. ... 


MR. MEISEN: That is assuming 
the availability of energy. Once 
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you get to the point where you 
don't have enough energy, that 
no longer holds water. 


MR. SHANNAHAN: Now, wait a 
a minute. It depends on the 
cause for nonavailability. If the 
causes for nonavailability are 
noneconomic. ... 


MR. MEISEN: You just don't 
have the energy. 


MR. SHANNAHAN: This is some- 
thing else. 


MR. PECK: Then that becomes 
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another discipline which you are 
using arbitrarily. Again, look at 
the economic point of view, the 
big industrial user. Even though 
the rate is low, he has a very 
significant incentive to use elec- 
tricity or glass, or whatever the 
heck he's doing, whereas the 
small user, even though the rate 
is high, who has to keep his 
house heated, is going to use it 
regardless of what you charge. 


MR. MEISEN: It is a question of 
positive incentive. 


MR. BECKET: How much can 
you screw it up? 


MR. PECK: Well, you can screw 
it up pretty badly. 


MR. BECKET: If we cut off all 
of our hospitals and used Volks- 
wagens only, are you home free 
then? 


MR. SHANNAHAN: I am not. 
MR. BECKET: Why don't you 
just produce more energy? I 
don't understand. 


MR. SHANNAHAN: We're trying, 
but we cannot do it. 
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MR. BECKET: If I understood 
you before, you are saying that 
you got so much red tape from 
government controls that you 
can't produce. 


MR. SHANNAHAN: Coal, our 
most abundant natural resource, 
is almost denied the electric 
power industry as a boiler fuel 
because of the sulphur content. 


MR. BECKET: What would it 
take within a piece of machin- 
ery to rupture that? 


MR. SHANNAHAN: What would 
it take as a technology to re- 
move sulphur from coal either 
as it is mined or as it is used? 
This we do not have. 


MR. BECKET: How much do you 
think it would take? If you of- 
fered somebody $10 million, $20 
million. ... 


MR. PECK: There are three or 
four sources. 


MR. BECKET: How about incen- 
tive? 


MR. SHANNAHAN: Millions of 
dollars is not the question. It's 
more in the relationship of mil- 
lions of dollars plus price. 


MR. BECKET: I haven't heard 
many incentive programs come 
out of this conference and I 
was just wondering what has 
happened here. 


MR. SHANNAHAN: Most of the 
available coal in the U.S. of low 
sulphur content, that which can 
be burned in relation to the 
existing environmental regula- 
tions, is strip-mined. And once 
you talk about strip mining, 
you're in all kinds of trouble. 

The coal industry, which is 
our most abundant natural re- 
source for fuel, is being strait- 
jacketed by regulations. And I 
am not arguing the validity or 
the desirability of regulations. 
I am simply saying that the 
existing regulations deny the 
availability of this coal for use. 


MR. BECKET: We are denying 
ourselves energy. 


MR. PECK: I do think the point 
MacDonald has made several 
times, which is the tradeoff be- 
tween environmental control 
and energy, is being made for 


maybe that's not the ultimate 
tradeoff. 

That may be a valid point to 
raise to all people, including 
your clientele in California, 
where everything is stopping. 


MR. BECKET: It's ridiculous. I 
feel a great deal of sympathy 
for the energy companies that 
are not allowed to produce en- 
ergy, as much as I gave you a 
bad time, because I don't think 
you are pressuring enough to 
come out and get these things 
out on the table. 

If you were to offer a $20 
million prize and say, “damn it, 
we want a new way of creat- 
ing energy, I wouldn't be a 
bit surprised if you would get 
it Maybe it's a public rela- 
tions job. 


MR. SHANNAHAN: I don't be- 
lieve that the general public ap- 
preciates the cost increase it 
is going to be faced with. I 
don't believe they appreciate the 
technological difficulties that we 
face as a nation in supplying 
these energy requirements. 


MR. BECKET: I want to make 
it eminently clear that when I 
said it should not be a greater 
cost, I said on a pro-rated basis; 
in other words, I assume that 
energy is going to be consumed 
at a much greater rate. 


MR. SWINBURNE: You are cheap 
at $20 million. What I really 
think we need is another project 
here with an energy requirement 
in four years. The question is: 
How do you move the opinion 
makers in this country to rec- 
ognize that there is a crisis? 


MR. DALY: You could go a long 
way toward at least buying us 
five or ten years in which the 
generation problems could be 
tackled. 

Let me suggest that the opin- 
ion makers, the standard makers 
of the United States, be 
brought together in a series of 
conferences and that studies be 
made for national energy con- 
servation policy and materials 
published that would gives us 
some standard to work for. 


MR. MEISEN: Who are 
opinion makers? 


the 


MR. DALY: In the construction 
business, they are financial peo- 
ple, owners, architects, engi- 


us at this time in society, and | neers, all of the design profes- 


sions and, more and more every 
day, the users of our buildings. 

We of the AIA task force 
hope to be working with the 
Bureau of Standards in develop- 
ing research upon which we can 
base some recognition on how 
to conserve energy. 

Using present levels of tech- 
nology, we think we can save 
considerable energy in buying 
up time so that the technology 
involved in the development of 


power sources and energy 
Sources can catch up. 
MR. SMITH: But there are 


hundreds of architects and en- 
gineering firms out there that 
are paid a set fee on each 
building based upon however 
the fees are arranged. And 
once the fees are arranged, 
then this engineer or architect 
has to grind out, in 90 percent 
of the cases, a design for a 
building. Generally what he will 
do is to take a building or a 
system that he has used in 
the past where he can cheat 
or not cheat but copy the ex- 
isting designs so he doesn't 
have to spend the design time 
or the engineering time to 
change his system. 

And I don't know how many 
cases where we worked on build- 
ings where the engineer or 
architect would not even listen 
to our story or some other 
story. 


MR. BECKET: That is an ab- 
solute error. There are a lot of 
architects, I admit. But I do 
think there is a solution here. 
I must say that the owner is 
really responsible. And as much 
as all of us are talking about 
aiding him, he is the one bene- 
factor of any project that you 
want to talk about. Unless 
that owner says, “Гоок, it is bet- 
ter for me in the long run," and 
he can pass that on if he wants 
to sell in three years or ten 
years at the end of an apprecia- 
tion program and he can pass on 
those same benefits and a good 
building, it makes all the sense 
in the world to do just that. 


MR. HEERY: Speaking as a 
member of the AIA task force, 
I would like to tell you what 
we are doing. 

I agree with Mr. Deimer that 
there is a leadership void ex- 
isting here. But because there 
is a void, the American Insti- 
tute of Architects can at least 
walk into it. 


Architects are admittedly 
guilty of undertaking projects 
for which they don’t have ade- 
quate resources. We recognize 
the fact that the typical archi- 
tect and the typical engineer are 
under such economic pressure 
that it is not feasible for them 
to undertake what amounts to a 
project. What we are under- 
taking basically is a program in 
conjunction with the national 
standards that will have three 
aspects to it: Technical data 
publications, a guide for lower 
operation costs and, hopefully, 
lower costs in energy conserva- 
tion for use by practitioners; 
a series of basic recommenda- 
tions, continually updated, re- 
garding criteria for all forms of 
governmental owners and gov- 
ernmental finance sources to 
utilize as criteria in building 
standards and designs; third, a 
series of continuing technical 
recommendations to building ap- 
proval agencies. We haven't 
run headlong into producing 
these yet. 

I would have to disagree, 
based on what I know thus 
far, with Don Becket, that we 
are likely to have a solution 
inside the next ten years. My 
personal opinion is closer to 20. 

I also disagree with the 
thought that we should have a 
general relaxation of environ- 
mental control. There is no 
technology that anybody seems 
to have for getting the sulphur 
out of coal. At the same time, 
putting that coal into the atmos- 
phere would be absolutely and 
totally unacceptable; in my 
view, just as unacceptable as a 
shortage of the energy. 

So my feeling is we have got 
to look at energy conservation 
knowing that we are at least 
helping our clients and owners 
by cutting the operating cost. 


Heery 
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MR. LINDQUIST: I would like 
to ask a question to see if any- 
body thinks we will have local 
governmental jurisdiction, not 
having a building permit for en- 
ergy to support the increased 
requirement. 


MR. BECKET: Absolutely. In 
Florida right now you can't get 
a permit for anything because of 
your sewers. 


MR. DEIMER: Relying on volun- 
tary manpower or a task force 
is going to be a slow and in- 
effective way of coming up with 
conclusions. I would like to sug- 
gest that maybe somehow 
through a subsidy it could be 
stepped up, perhaps using the 
services of GSA in the research 
that they are doing on this. 


MR. MEISEN: We are trying to 
decide such things, and we can't 
talk a common language. No 
one here knows how much en- 
ergy we are using other than 
the totals. If I were to say 
you should use 20 kilowatts or 
200 kilowatts for air condition- 
ing in the building, no one would 
really know that is good or bad. 

You know what would change 
it all? If Bob could say to 
Arthur, *Hey, I used two watts 
per square foot in the last 
building," and he said, “Сее, I 
used three; I am going to get 
after my architect" But we 
don't know whether we are using 
five or ten or four because we 
don’t even have a common 
language to know what a square 
foot is. Yet we are saying we 
have got to save. For what? 
We don't even know what our 
goals are. 


MR. HINES: We are going to 
make sure that GSA is operating 
economically, too. 


MR. BECKET: If GSA would 
only give more fees to services 
and not try to scrape up on 
the engineering fees, we'd be 
better off setting the standards. 


MR. HOWE: When you talk 
about my comparing notes with 
another owner, it's physically 
impossible. I don't know that 
we will ever be able to do it be- 
cause of the variables involved— 
location, cost of labor, mate- 
rials, weather, there are thou- 
sands of factors involved. The 
important thing is that we de- 
velop a means to evaluate al- 
ternatives because we know of 


several different alternatives and 
there аге many combinations. 


MR. MEISEN: I think the more 
you break it down into pieces, 
just so you know what you're 
spending for this, this and this, 
the better you can make a 
judgment. For the government 
or anyone else to say you should 
only spend X for this is ridicu- 
lous. But I think it would be 
real damned nice to know what 
you are spending for X. I agree 
there shouldn't be any arbitrary 
limit on it. 

Even at GSA, if we do one 
percent of the construction in 
this country, that'S a lot. I 
would like to be able to compare 
it with what you do and with 
what everyone else does so that 
I am less arbitrary if I set up 
one more myself. 


MR. MARLIN: How would any 
one of you propose to go about 
it? 


MR. BECKET: National energy 
standards. There are national 
standards on everything. 


MR. DALY: Every building that 
IBM builds today is built on a 
certain standard or guideline. 
And electrical energy is used to 
set a standard. 


MR. HOWE: Every one of those 
guidelines is applied differently. 
All these factors. So it is only 
a guideline; it is not a standard. 


MR. DALY: I call it a standard. 
If people arrive at 20 items in a 
set of guidelines, how would 
you make it effectual in the 
United States today? 


MR. HOWE: Well, the twenty 
guidelines I'd like to see are 
those guidelines set in a general 
enough way to identify tlie 
things we are trying to prepare 
in order to optimize at a given 
location. That is really the 
point I am making. Find some 
way to make those guidelines 
standard but not quantitative. 


MR. DALY: Would you make 
those regulations or laws? 


MR. HOWE: No, I am really 
not going that far. All I am 
saying is let's identify what we 
should be looking at to evaluate 
the efficiency for a building in 
a given location. That doesn’t 
necessarily mean all you do is 
apply a cost factor to each of 


those to come up with an 
optimum solution or a Btu fea- 
ture or whatever the situation 
might be. 


MR. MEISEN: But, you know, 
it is very interesting if you come 
out and say you are not al- 
lowed to spend more than 100 
Btu's for a square foot, to use 
a ridiculous number, within a 
month there will be 50 people 
in to tell you why 100 isn’t 
reasonable and it should be 200. 
All I am saying is, in a week, 
ГП change it. But all of a sud- 
den everyone will know what 
you аге spending per square 
foot. And they don't know it 
now. You shouldn't set the 
limit but you should know where 
the square foot is and you 
should know what you are 
spending per square foot. 


MR. ALTER: Speaking about 
square footage costs, it seems to 
us that everybody knows very 
well how much per square foot 
office space will cost. There 
may be variations, but each of 
the developers and building 
owners is looking at this build- 
ing or that building and saying, 
"These people have built it for 
$17 per square foot!” And 
everybody is focusing on that 
and paying a lot of attention. 


MR. KUPFER: But the concept 
of life cycling cost is only in- 
teresting to the sophisticated 
owner. Unfortunately, there are 
no unsophisticated owners in 
this group today. But there are 
those that will only be inter- 
ested in initial cost. And if you 
can by some way or another 
get the optimum energy use built 
into low initial cost, they will 
buy it. 

I would like to make one other 
observation. Mr. Shannahan in- 
dicated earlier that total lead 
time for atomic energy facility 
is now about ten years. As 
I recall it, a relatively short 
time ago it was only half that. 


MR. SHANNAHAN: That’s right. 


MR. KUPFER: And this strain 
has been largely placed on this 
particular industry by the en- 
vironmentalists. I hope that 
the energy crisis doesn't resolve 
itself into the same kind of fast 
reaction to what seems to be a 
crisis, only to create other crises 
down the road. 


MR. TRISHLER: I represent 
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the other part of the mechanical 
trades here and, as appropriate, 
the way it works in the national 
scheme of things, we get in at 
the end. Yet between the two 
of us, George Clark and me, the 
factors we represent account for 
90 percent of the energy con- 
sumption of a typical 50-story 
office building in downtown 
Manhattan. 

And yet, as far as we are 
concerned, the decisions are 
made concerning what we pro- 
vide and how different parts of 
the building function before we 
have a chance to do much about 
it We are presented with a 
fait accompli, and that's it. 

As far as the air conditioning 
is concerned, we account for 
about 40 percent of it; every- 
thing is decided for us. 

Then, to make matters worse, 
the system of rewards and 
penalties encourages the cheap 
first cost approach; and if the 
building goes over the budget, 
the first place they look to cut 
is the HVAC. And the hell with 
what the energy is, and I am 
not saying that this was wrong 
from the standpoint of the 
owner, the architect or the en- 
gineer. 


MR. DALY: You know the 
only thing that hasn't been cov- 
ered here is the possibility of 
more sophisticated instrumenta- 
tion in our present buildings, and 
in the buildings of the future, 
that will permit us to do a closer 
job of keeping the buildings in 
balance with the environment. 


MR. MARLIN: Excuse me, gentle- 
men. If memory serves, this 
must be the sixth or the 
seventh so-called Round Table 
on energy in the last four or 
five months. By way of con- 
cluding, I am going to ask some 
advice on where do we go from 
here, if anywhere. 


MR. DALY: If nobody stops us, 
The AIA, through this task 
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force, is going to come up with 
some hard facts and research. 
Based on those facts, the best 
expertise that we can find and 
the suggestions that they can 
generate on an energy program, 
a set of standards will be pro- 
duced that can be used by all 
disciplines. 

We need agreement by all the 
societies that they are going 
to educate their members, be- 
cause 85 percent of the archi- 
tects and engineers in the United 
States today wouldn't know 
what we are talking about if 
we talk of a life cycle study. 

And then we are going to try 
to tackle government, private in- 
vestment capital — all of the 
other groups that make up the 
building team. 

Whether anything will come 
from that depends on how good 
we are in producing. The moti- 
vation lies in the design dis- 
cipline. 


MR. HOWE: The most interesting 


thing overriding our discussions 


today is a common goal and in- 
terest in conserving energy and, 
even beyond that, our own 
orientations, depending upon the 
environment in which we are op- 
erating. 

The thought that occurs to me 
is that we have the opportunity, 
each of us, pursuing our own 
selfish interests, or pursuing 
them together, to come up with 
this basic motivation, to come 
up with some of these answers 
working in partnership. I’d say 
again, I think the owners 
have the major part of this. 
The important thing is to come 
up with means for evaluating 
the alternatives. It should come 
as no surprise to any of you that 
we are thinking in terms of 
using computers in order to do 
this, not only from the design 
standpoint, which is really in its 
development stage at the mom- 
ent, in which we are very en- 
couraged and optimistic, but 
also from the operational point 
of view where we have two or 
three buildings already being op- 
erated on that basis with really 
dramatic savings. 


MR. MEISEN: Now I sit at this 
table, and I think of the real, 
honest-to-goodness muscle that 
is represented. I say if we 
can’t do something about it, then 
who the hell can? The one 
thing that frustrates me about 
working in government is that 
so many people look to the gov- 


ernment to do the things for 
them. And I say all these peo- 
ple really sell themselves short. 
There is something very posi- 
tive each one of us here can 
do if we just appreciate the re- 
sources we have at our com- 
mand and say that what I do 
as an individual is important be- 
cause I represent a major seg- 
ment of corporate policy for my 
company. 

One of the things in govern- 
ment is that people hide in 
anonymity. Decide you are go- 
ing to do something positive 
about it. It might be a little 
thing, but I doubt it. But decide 
that something positive to con- 
serve energy is going to come 
out of this meeting today and 
that you personally are going to 
do it. 


MR. PECK: I'd like to empha- 
size that the owner has to do 
a tougher buying job. They 
have to demand what they ought 
to get in terms of energy and 
everything else they want. 

And the architects ought to 
do a tougher selling job. The 
big firms will have opportunities 
in the next six months, with 
some major clients who might 
be interested in joint venturing 
the energy research for some 
creative, better systems. 

Furthermore, the architects 
could, on a major job, try calling 
the building producers or the air 
conditioning manufacturers or 
people who have some involve- 
ment in this area and, before 
the tradeoffs are made, say, 
“Hey, let’s sit down and see 
what we can bring to bear 
against this same team.” 

The producers ought to think 
we are going to push commodity 
products; that’s the way we stay 
alive. We need to think in 
terms of offering true engineer- 
ing services in research in these 
areas to make something hap- 
pen. I hope we leave it to free 
enterprise as much as we can 
to make progress. 


MR. SHEPHERD: I, too, hope 
that free enterprise can do this 
job or most of it. 

At the same time, I should 
point out that the Federal Gov- 
ernment is going to be playing 
a bigger role in the energy af- 
fairs of this country: In the role 
of domestic production of en- 
ergy, the import policy and 
conservation. This means that 
they are going to have to work 
out some new mechanisms or 


new relationships within the gov- 
ernment in terms of government 
programs. We will need to work 
out some common way in which 
price and wage stabilization, 
the development of energy con- 
servation, can all be handled. 

Now the government is being 
called upon or really has to 
play a role in stimulating the 
development of new resources 
in this country. I personally 
hope that government involve- 
ment in the conservation side 
can be kept to the minimum. 

I suspect that if we are going 
to tackle the domestic produc- 
tion side seriously, we will need 
something on the order of a 
Manhattan project. 

I have one specific suggestion 
for this group and that is to aid 
the process of communication. 
We are going to develop in the 
Commerce Department, perhaps 
in the Office of Energy Conser- 
vation in the Department of the 
Interior as well, either parallel 
or sequentially, an attempt to 
serve as a clearing house, to be 
a point of contact in the govern- 
ment where people can come 
(a) to find out what govern- 
ment policy is and (b) what its 
impact might be. 


MR. MARLIN: I would like to 
thank you all for having taken 
the time for this Forum of The 
Forum. While preparing for it 
I was looking at some essays 
written in the 19th Century 
about the history of scientific 
thought. One author made the 
point that, until the middle 19th 
century, science had consisted 
mostly of a study of one and 
one equals two, which is to say 
of parts. It has certainly be- 
come clear in recent decades 
that perhaps one and one does 
not equal two. And the reason 
is that we have come to learn 
that we must study the word 
“and” as thoroughly as we 
studied the one and one, “and” 
being the study of organization 
and coordination. I hope we 
can go away from this meeting 
with an understanding of the 
urgency of studying ways to 
organize ourselves so that we 
might come out with a more 
useful equation for solving our 
problems, for collaborating in 
that effort. In that respect, 
The Forum will be making every 
effort, editorially, to inform it. 


PHOTOGRAPHS: Page 59 Steve Trai- 
man; others by Tommy Weber. 


ENERGY 
INVENTORY 


A selected list of energy 
research organizations 


For those who desire a complete 
listing of energy research projects, 
their investigators and sponsors, the 
1972 Inventory of Energy Research is 
available. it was prepared by the Oak 
Ridge National Laboratory for the 
Task Force on Energy of the Sub- 
committee on Science, Research and 
Development of the Committee on 
Science and Astronautics in the U. S. 
House of Representatives. The two 
volumes may be obtained from the 
Environmental information System 
Office, Oak Ridge National Labora- 
tory, Post Office Box X, Oak Ridge, 
Tennessee 37830. An updated version 
of the inventory is now being 
prepared. 

Of the 4,375 energy research proj- 
ects listed in the Inventory, The Forum 
has selected a few that might inter- 
est its architects and readers, and 
has included other projects or re- 
search groups suggested by various 
Sources. 
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SOLAR ENERGY 

Environmental Quality Laboratory 
California Institute of Technology 
Pasadena, California 91109 

(Dr. Jerome Weingart) 


Solar Energy Laboratory 
University of Wisconsin 
Engineering Research Building 
1500 Johnson Drive 

Madison, Wisconsin 53706 
(John Duffie) 


Solar Energy Department 

University of Florida 

237 Mechanical Engineering Building 
Gainesville, Florida 32601 

(Eric Farber) 


Optical Science Center 
University of Arizona 
Tucson, Arizona 85721 
(Dr. Aden Meinel) 


ENERGY CONVERSION 


Institute of Energy Conversion 
University of Delaware 
Newark, Delaware 19711 
(Karl Boer) 


Institute of Direct Energy Conversion 
Towne School of Civil and Mechanical 
Engineering at the University of 

Pennsylvania 
Towne Building, University of 
Pennsylvania 
Philadelphia, Pennsylvania 19104 
(M. Altman) 


Engineering Research Department 
Institute of Gas Technology 
Technology Center 

Minois Institute of Technology 
3224 South State Street 

Chicago, lllinois 60616 

(Dr. Derek P. Gregory) 


Energy Policy Project of the 
Ford Foundation 

1776 Massachusetts Avenue N.W. 

Washington, D.C. 20036 

(Monte Canfield, Jr.) 


GEOTHERMAL ENERGY 


Electric Power Research Institute 
11661 Vincente Boulevard 
Brentwood, California 94513 

(Dr. Chauncey Starr) 


ENVIRONMENTAL EFFECTS 
OF ENERGY CONSUMPTION 


Center for Advanced Computation 


University of Illinois 
Urbana, lllinois 61801 
(B. Hannon) 


ENVIRONMENTAL CONTROL 
IN ENERGY USE 


Environmental Studies Board 
National! Academy of Sciences 
2101 Constitution Avenue 
Washington, D.C. 20418 
(Richard Carpenter) 


Department of Chemical Engineering 
City University of New York 

245 West 104th Street 

New York, New York 10025 

(Dr. Arthur Squires) 


John Ludwig, Consultant 
43 Alston Place 
Santa Barbara, California 93108 


Paul W. Spaite, Consultant 
5755 Glengate Lane 
Cincinnati, Ohio 45212 


COAL CONVERSION 
AND CLEANUP 


Committees on Pollution Abatement 
and Control 
National Academy of Engineering 


and National Academy of Sciences 
2101 Constitution Avenue N.W. 
Washington, D.C. 20418 

(Robert Crozier) 


illinois State Geological Survey 

Room 213 Natural Resources Building 
Sixth Street and Peabody Drive 
Urbana, illinois 61801 

(Jack Simon) 


Energy Technology Department 
Stanford Research Institute 
333 Ravenswood Avenue 
Menlo Park, California 94025 
(Dr. John P. Henry) 


NUCLEAR FISSION AND FUSION 


Department of Nuclear Engineering 
Room 21-210 

Massachusetts Institute of Technology 
77 Massachusetts Avenue 
Cambridge, Massachusetts 02139 
(Dr. Manson Benedict, David Rose) 


Research Division 

United States Atomic Energy 
Commission 

Washington, D.C. 20545 


Physicist Controlled Thermonuclear 
Research Division 

Lawrence Livermore Laboratories 

Post Office Box 808 

Livermore, California 94550 

(Dr. John Holdren) 


ARCHITECTS INVOLVED IN 


ENERGY RESEARCH 
Richard G. Stein 


Richard G. Stein and Associates 
588 Fifth Avenue 
New York, New York 10036 


Leo A. Daly, Chairman 
AIA Task Force on Energy 
Leo A. Daly Company 
8600 Indian Hill Drive 
Omaha, Nebraska 68114 


John Eberhard 

AIA Research Corporation 
American Institute of Architects 
1735 New York Avenue N.W. 
Washington, D.C. 20006 


Ralph Knowles 

Department of Architecture 
University of Southern California 
University Park 

Los Angeles, California 90007 


School of Architecture 

Center for Community Design and 
Research 

Rice University 

6100 Main Street 

Houston, Texas 77001 


Harold Hay 

School of Architecture and 
Environmental Design 

California State Polytechnic University 

San Luis Obispo, California 93401 


OTHER INSTITUTES 
AND FOUNDATIONS 


National Center for Energy 
Management and Power 

University of Pennsylvania 

Philadeiphia, Pennsylvania 19104 

(Offers graduate program in Energy, 
Power Production and Conversion; 
see above.) 


Oak Ridge National Laboratory 
Oak Ridge, Tennessee 37830 


Research Foundation 
Ohio State University 
1314 Kinnear Road 
Columbus, Ohio 43212 


United Engineering Trustees, Inc. 
345 East 47th Street 

New York, New York 10017 

(Mr. John Zecca) 


GOVERNMENT AGENCIES 

United States Department of the 
Interior 

18th and E Streets N.W. 

Washington, D.C. 20240 

(Stephen A. Wakefield, Office of the 
Assistant Secretary, Division of 
Energy and Minerals) 


Public Buildings Service 
General Services Administration 
GSA Headquarters 

Washington, D.C. 20405 


Office of Energy Programs 

United States Department of 
Commerce 

145 Constitution Avenue N.W. 

Washington, D.C. 20001 


Building Environment Division 

Center for Building Technology 

National Bureau of Standards 

United States Department of 
Commerce 

Washington, D.C. 20234 


NASA-Lewis Research Center 
21000 Brookpark Road 
Cleveland, Ohio 44135 


National Science Foundation 
1800 G Street N.W. 
Washington, D.C. 20006 


Research Division 

United States Atomic Energy 
Commission 

Washington, D.C. 20545 


Environmental Development 
Division 

United States Department of 
Transportation 

800 Independence Avenue S.W. 

Washington, D.C. 20590 


INDUSTRY 

Research and Development 
Westinghouse Electric Corporation 
Beulah Road 

Pittsburgh, Pennsylvania 15235 
(Dr. David H. Archer) 


Engineering Materials Laboratory 
Chrysler Corporation 

Post Office Box 1118 

Detroit, Michigan 48231 

(Charles Heinen) 


Research and Development 

Southern California Edison Company 
2244 Walnut Grove 

Rosemead, California 91770 

(Dr. Larry Papay) 


Dublin-Mindell-Bloome Associates 
Consuiting Engineers 

42 West 39th Street 

New York, New York 10018 
(Fred Dublin) 


Technical Center 
Libby-Owens-Ford Company 
1701 East Broadway 
Toledo, Ohio 43605 


Owens-Corning Fiberglas 
Fiberglas Tower 

Toledo, Ohio 43650 
(Bill Fleming) 


PPG Industries, Inc. 

One Gateway Center 
Pittsburgh, Pennsylvania 15222 
(R. W. Jones) 


Energy Conservation, Conditioning 
Climate Control Division 

The Sewing Center, Singer Company 

Rutherford, New Jersey 07070 

(J. P. Soule) 
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Henry Adams could see the 
schism. In his Education of 
Henry Adams, the early 20th 
century historian aptly chose 
two compelling iconic images to 
portray the magnetic but anti- 
thetical forces that have uncon- 
sciously cleaved the American 
psyche. One, the Dynamo, rep- 
resents (in the words of critic 
Leo Marx) the present-oriented, 
powerful, utilitarian, scientific; 
the other, the Virgin, embodies 
unity, the past, beauty. Thus 
the schism that the Dynamo 
and the Virgin describe at a 
generalized abstract level turns 
out to be the old conflict be- 
tween technology and nature. 
The final reconciliation of one 
with the other—and their re- 
lated orientations—we now see 
lies at the heart of the energy 
crisis. 

It is no secret that America 
in the 20th century has empha- 
sized the importance of in- 
dustrialization to the exclusion 
of other value systems. Yet 
strangely enough, anti-techno- 
logical dreams have continued 
to exist as an essential part of 
the American  mentality—as 
fundamental as the fascination 
with the machine itself. Mr. 
Marx describes this tradition of 
a "pastoral ideal" in Machine in 
the Garden, where he traces the 
dual but contradictory trends 
throughout American letters. 

Indeed, this "pastoral ideal" 
has gradually made itself felt 
in architectural circles in recent 
years as the disillusionment with 
the costly achievements of tech- 
nology have mounted. In the 
past quarter century, this ideal 
has been expressed especially 
by an interest in architecture 
of the unselfconscious or ver- 
nacular tradition. Sibyl Maholy- 
Nagy (Native Genius in Anony- 
mous Architecture, 1957) Ber- 
nard Rudofsky (Architecture 
Without Architects, 1964), and 
Myron Goldfinger (Villages in 
the Sun, 1969), have all docu- 
mented arresting examples of 
vernacular and so-called “ргіті- 
tive" architecture. These forms, 
handed down year after year, 
display an accumulative wis- 
dom, and an honesty of struc- 
ture and material expression 
that can easily escape modern 
architecture. Writing in a more 
socio-cultural vein, architects 
Christopher Alexander and Aldo 
van Eyck have called attention 
to the closeness of fit between 
living patterns and housing 
typology, or to the unity of 
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house form and metaphysical 
values of these cultures. 

No less important, the fit be- 
tween design and climate in the 
unselfconscious tradition has 
been equally recognized. As 
early as 1947, James Marston 
Fitch (American Building, The 
Environmental Forces That 
Shape It) pointed to the waste- 
ful operations of contemporary 
buildings in solving environmen- 
tal stress. Primitive and ver- 
nacular architecture, Fitch ar- 
gued at that time, often attains 
high performance levels, even 
in comparison with modern 
buildings. Ironically, Fitch sin- 
gled out difficulties inherent in 
America’s faith in technology at 
a time (late 40’s) when the 
United States was in the throes 
of its largest building boom 
ever—when the same glass and 
steel skyscrapers were looming 
up over the landscape from 
New England to California. 

The extensive drawbacks in 
building technology Fitch scored 
in his book were later described 
in mordant detail by architect 
Ernest Schweibert in an unpub- 
lished Ph.D dissertation (1965). 
Focusing on steel and glass 
construction, Schweibert asserts 
that thermal movement, glare, 
heat loss and heat gain illustrate 
that “such buildings became 
prisoners of extensive mechani- 
cal repair and preventive main- 
tenance, and since their complex 
equipment systems would not 
work unless the windows were 
fixed and sealed, their spaces 
were uninhabitable, even with a 
minor equipment failure.” 

The unbounded optimism 
about technology and implicit 
arrogance toward nature can be 
attributed to a technological de- 
terminism that has prejudiced 
much of 20th century architec- 
tural expression: Because tech- 
nology allows any number of 
structures in a range of locales, 
architecture therefore has to re- 
spond unilaterally to its achieve- 
ments. Behind this ideology of 
technological determinism lurks 
the unspoken belief that the 
days of designing for climate 
are over. Thus the unique char- 
acter of local conditions, cli- 
matic variations, and orientation 
to light are all blithely ignored. 

Tacitly reinforcing this dis- 
dain toward the natural environ- 
ment is this country’s attitude 
towards growth. As Architect 
Robert Knowles contends, rely- 
ing on standardization as the 
most efficient way to build has 
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Without advanced technology 
vernacular architecture has 
combined native wisdom and 
resources to achieve adequate 
light and thermal comfort 
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resulted in a uniform physical 
environment—one of “low differ- 
entiation"—for the entire U.S. 
The condition further requires 
a high level of energy to main- 
tain a “steady state’ between 
homogenous physical forms and 
diverse physical environments. 

Despite such insights and in- 
cessant talk of the “energy 
crisis”, many architects still con- 
tend that the solution lies in 
merely improving the building 
performance, so that its me- 
chanical and lighting systems 
work more efficiently. This may 
be true to a point. But the 
apparent logic in this statement 
also encourages dependence on 
a dwindling supply of traditional 
fuels to maintain the ‘steady 
state” between natural and man- 
made surroundings. 

Vernacular architecture, on 
the other hand, aims for a state 
of balance with nature. Here, 
unselfconscious design reveals a 
strong sensitivity to daily and 
seasonal temperature variations, 
and to considerations of shape, 
orientation, structure, and ter- 
rain, that relate directly to the 
climate and microclimate. 

Interestingly enough climatic 
factors needn't necessarily de- 
termine form. As anthropologist 
Amos Rapoport (House, Form 
and Culture) postulates, specific 
forms of the unselfconscious 
tradition derive more directly 
from socio-cultural factors than 
from climatological and mate- 
rials constraints. Materials and 
climate determine, rather, what 
is possible within a particular 
context—a theory that explains 
why more than 300 house forms 
have emerged within nine basic 
climatic zones. These zones in- 
clude the polar climate; marine 
climate (temperate, rainy); hu- 
mid continental or temperate 
(cold winters, muggy warm sum- 
mers); humid subtropical (mild 
winters, muggy hot summers); 
semi-arid subtropical (Medi- 
terranean); semi-arid (little 
rain, fluctuating seasonal and 
daily temperatures); desert 
(windy, extreme daily and 
seasonal temperature fluctua- 
tions); tropical, arid and humid 
and tropical. 

The following selection of 
houses, grouped according to 
similarities in climatic responses, 
emphasize solutions to thermal 
comfort, lighting, and ventila- 
tion. Of the environmental 
Stresses at issue, society uses 
more energy to alleviate the 
physical stresses of heat, cold, 
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and light, than to counteract 
mechanical forces such as wind, 
rain, snow. For example, а 
single family house in Southern 
California requires an average 
of 10,000 kilowatt hours per 
year, half of which is spent on 
air conditioning. If the house 
is heated by electricity, an ex- 
tra 12,000 kilowatt hours is ex- 
pended yearly. 

(Nevertheless houses are 
shown here that make ingenious 
use of indigenous natural ma- 
terials to withstand mechanical 
forces. These examples serve 
as counterpoints to modern 
architects and builders who have 
tended to put too much faith 
in the ability of new materials 
to satisfy any range of mechani- 
cal requirements.) 

It should be stressed that as 
ingenious as many of these de- 
signs are, no one expects archi- 
tects to go back to using 
thatched roofs and mud walls, 
even though some would say it’s 
not a bad idea. Rather, these 
examples are to be taken as 
reminders of a persisting pas- 
toral ideal, and the need for a 
resolution between it and our 
advancing technological skill. 
This need, Leo Marx feels, has to 
be answered politically. But as 
sociologist Henri Lefebvre con- 
tends, (Everyday Life in the 
Modern World), the problem is 
also philosophical: “What phi- 
losophy does this society boast? 


This society devoted to the 
transitory, all-consuming, self- 
termed productivist ethic—in- 


constant and dynamic, worship- 
ping balance, honoring stability 
and venerating coherence and 
structure—this incoherent so- 
ciety forever at a breaking 
point?" 

But the resolution of these 
two contradictory trends should 
be attacked specifically at the 
level of design theory and im- 
plementation. To end the schism 
between technology and nature, 
design decisions must seek to be 
aware of the limitations of one, 
and the uses of the other. A 
self-critical architectural ap- 
proach is required that does not 
relegate the physical nature of 
the site to the realm of die-hard 
romanticism nor forget the 
validity of primeval solutions. 
There can be no solace in the 
past except that its examples 
can energize our own search 
for basic values—indeed for a 
new vernacular with which to 
address the problems of our 
time.—SUZANNE STEPHENS. 


The interest 


in architecture of the unselfconcious tradition was expressed 
by these early 20th century visitors to Mesa Verde, Colorado, an interest re- 
flecting a pastoral impulse paralleling America’s technological growth. 
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Іп Hyderabad-Sind, West Pakistan, high humidities and desert temperatures 
require that houses have good ventilation. With a high resistance to insolation 
—meaning low absorption of the sun's heat—the houses (3) are cooled by 
distinctive rooftop scoops, one to each room, which catch the southwest wind 
that is pulled through the house and out the lee windows by ambient 
breezes. The oriental courtyard house (4) is an elaborate, flexible response 
to the lraq climate—hot summers, a large drop in temperature at night, 
mild winters, and low relative humidity. The projecting roof and bedroom 
(section) shade the alley and walls from direct insolation; likewise, the gallery 
and its roof shade the courtyard and its walls. The height of the courtyard 
minimizes direct exposure, while fountains, plants, and several daily sprin- 
klings raise the humidity. Three-by-four-foot rooftop air scoops, oriented 
towards the northwesterly prevailing wind, ventilate the basement which is 
used for siestas. The incoming air is cooled by conduction from contact with 
the cold surfaces of the wind scoop shafts within a party wall that never 
receives direct sun. It is also humidified by passing over porous water jugs 
containing drinking water cooled by evaporation. The roofs are pitched 
toward the courtyard so rainwater may be collected in an underground cistern. 
External windows are small and few; sometimes sliding, perforated timber 
screens are used. Windows onto the court are more expansive. 
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Among the more stunning examples of economical use of resources and 
climatic response are the Chinese and Tunisian artificial underground caves 
which combat strong winds. In Honan province (5), public squares are carved 
out of loess—an unstratified loam which crumbies easily. L-shaped stairs 
lead from the farmland above to habitations which are carved into the sides 
of the squares. Wind chill is minimized; relatively high subsoil temperatures 
are utilized. The courtyards are oriented to receive the maximum amount of 
low winter sun. At Matmata in Tunisia (6, 7) oval cavities, up to 200 feet in 
diameter and 30 feet deep, form the centers of neighborhoods of up to 100 
people. Ramps tunnel up to the farmland above. Every chamber lies beneath 
at least 30 feet of earth, and is thus cooler than anything built on the surface. 
Underground life is uninterrupted by the violent windstorms common to 
the area. The village of Takrouna, Tunisia (8) combines the advantages of 
the above underground dwellings and the low-rise, high-density American 
Indian pueblo (9, 11). The one-story rectangular block, composed of stone 
barrel vaults and walls, manifests the scarcity of wood and need for insula- 
tion from heat and cold. The white stucco reflects heat and reduces drafts. 
The courtyards and winding streets resist fierce winds. Small, high openings 
on the exterior along with larger windows and doors on the courtyard aid 
ventilation. The clustering of these units, resulting in mutual! shading, and 
the thick, heat absorbing masonry are comparable to those in pueblos. 
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At Acoma, New Mexico (9), one of three pueblos thoroughly analysed from 
an energy point of view by Architect Ralph Knowles, the Indians seem to have 
knowingly exploited a southern orientation. The village is essentially three 
east-west rows of two or three tiered row houses. The highest tiers, at the 
north, expose the maximum wall and terrace surfaces to the southern winter 
sun. No building shades the work areas (the roofs) of its neighbors. Mr. 
Knowles has shown that the walls receiving winter sun have a high trans- 
mission coefficient and heat storage capacity; the terraces or roofs, receiving 
maximum summer sun, have a low thermal transmission coefficient and heat 
storage capacity. What ali this means in simpler terms is that in summer 
there is a 43 percent increase in energy reaching the interior as compared 
with a 187 percent increase of incident energy on the outside surfaces. And 
that in winter there is a 50 percent increase of energy reaching the interior. 
The ghorfas (10), stone barrel vaulted structures in southern Tunisia, are 
imitation caves built by former troglodytes who were forced from their 
mountain caves to the valleys because of lack of food and water for their 
goats. Arranged in horizontal and vertical rows, sometimes reaching six 
stories, the ghorfas expose minimal surface to the sun. As in the pueblos, 
this clustering produces mutual shading. The masonry absorbs heat slowly, 
and hot air rises to the top of the vaults. Recently, for ventilation, small 
holes have been pierced in the rear walls which were originally completely 
closed. The most highly developed caves at Mesa Verde, Colorado (11) are 
those with a southern exposure. This, according to Mr. Knowles, implies that 
the wisest orientation to the sun enhanced the growth of the pueblos. Because 
of the siting, never more than one quarter of the Longhouse cave's inner 
surfaces are lighted during summer, whereas in winter only one quarter 
remains dark through the day. His study shows the buildings were placed 
so that walls and terraces received the low winter sun but were protected 
by shadows from the roof of the cave in summer. He has calculated that 
Longhouse is 56 percent more efficient as an energy collector in the winter 
than in the summer. In winter, solar energy received is only 12 percent less 
than in summer although the summer sun is in the sky 30 percent longer 
with about 50 percent less reduction of energy per hour due to the 
atmosphere. It appears at both Acoma and Longhouse that the Indians have 
gone far to collaborate with nature's energy and materials to equalize the 
seasonal and daily variations in temperature. 
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In the Njoue village of Chad in Africa (12) a beehive form of mud not only 
absorbs heat slowly in daytime and reradiates it at night, but allows room 
for heat to rise to the top. The Kenyan Masai snail-shaped hut (13) of twigs, 
cow dung and mud has the same thermal properties as any mud, mud mixture 
or stone structure. They are ideal in areas where temperatures rise greatly 
in the daytime and fall drastically at night. The extraordinarily beautiful 
form of the Masai hut (used mainly for sleeping) is said to be primarily 
defensive. The opening is only about four feet high so only one person can 
enter at a time—having to edge around a corner. Near Khenifra in Morocco 
the mud walls of a one-story atrium house (14) are protected during rains 
by the deep overhang of the mud and thatch roofs. Courts shaded and 
humidified by plenting alternate with dryer, hotter courts which are cooled 
when their rising heated air draws cool air from the shady courts through 
the houses. The Navajo hogan (15), built in the same physical environment 
as the pueblo, by people with a similar economic and technological base, 
is just one indication of the wide variety of responses which take place 
within similar climates. Из mythological prototype was built of turquoise, 
white shell, abalone shell and jet—perhaps compensatory, as dreams some- 
times are, for reality. The forked stick hogan, the oldest form, is made of 
logs bound at the apex, covered with sticks and plastered with mud. The 
door faces east to receive the first radiance of the sun. The summer hogan 
(16) is a shady, breezy shelter of brush leaning on a rectangular frame. 
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19 
Lately, development of synthetics with resistance to fire, cold, chemicals, 
gases and pests, with both transparency and opacity to light and heat, have 
roused increasing interest in tensile structures. Among these the tent is light, 
easily assembled, dismantled and carried. The American Indian tepee (17) is 
one version that sometimes has ingenious flaps over the smoke hole at 
the top which may admit air, exclude wind and rain and retain heat. They 
are covered with hides and well insulated by a surrounding build-up of snow 
in winter. Ironically, in true American style, the tepee got bigger when horses 
became available to carry them. The yurt is an elaborate tent structure 
responsive to seasonal variations. It has a frame of wood lattice panels 
arranged in a circle, and a domical or conical roof of wooden ribs. Both are 
covered with felt mats: in summer, one layer of felt and one of canvas; in 
winter, as many as eight layers of felt, which makes the yurt comfortable 
even in gales and at 40 degrees below zero. (Lately plastic has been replacing 
the felt.) A variation on the yurt in Kalmuch, Russia (20) on the Lower Volga 
has sides which aren't felt covered. A typical lranian tent (19) may be 
oriented to offer most protection from wind and sand. The igloo (18)—also 
temporary — is an exceptionally concentrated example of the skills of pre- 
industrial peoples. James Marston Fitch says, "Relative to the material re- 
sources and technological potentials of Eskimo culture, it represents an 
instrument of architectural intervention of simply astonishing precision and 
refinement." Not only is there little expenditure of energy in transporting 
materials to the site (only a snow-knife, oil }jamp and skins must be carried) 
but the igloo demolishes itself, beginning to melt when the temperature 
goes above 20 degrees and collapsing above freezing. Ernest Schweibert says, 
“The Eskimos exist in climatological latitudes that still present them with 
Ice Age problems some ten months of the year." The igloo dome is con- 
structed of a sloping spiral of snow blocks. И becomes stronger and more 
windproof by a glaze of ice that forms on the interior because of body 
heat and an oil lamp. This ice is also a radiant heat reflector, like foil on 
insulation, and is a smooth and durable floor covering. The dome offers 
maximum resistance to winter winds and exposes the minimum surface to 
their chilling effect. It encloses the largest volume with the least material 
and forms a shape that has no cold spots in relation to a radiant point source 
of heat. By draping the interior with skins and furs, the Eskimo prevents 
body chill from radiant and conductive heat loss to the floor and walls. Stove 
and body radiation are such that with outside temperatures of 30 degrees 
below zero inside ambient temperatures can reach 65 and men and women 
are usually bare to the waist when indoors. The smoke hole is on the lee 
side of the center block allowing the wind to draw the smoke out from inside. 
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Thatch is used in staid, sublime and comical ways in diverse climates. In 
Nigeria, a Kirdi roof looks like a lady who's just taken rollers out of her hair. 
Others handle thatch sculpturally, as if it were clay. And some use it for 
false pretenses. In the hot, humid Amazon, several tribes, according to Amos 
Rapoport, live in thickly thatched, large communal houses with no provision 
for cross-ventilation. He can only conclude that although the thatch may 
provide good protection from insects, it was borrowed from some more 
powerful culture for status reasons and makes climatological nonsense. Among 
the most minimal shelters is the Yagua dwelling (21), a frame without walls 
topped by thatch. The elegant hut in hot, humid Chagga, Tanzania (22) pro- 
vides good insulation because of the thickness of the thatch which also acts 
as a reflector. By contracting when it is dry the thatch allows ventilation; 
and expanding when wet it becomes waterproof. Its shape is particularly good 
for handling torrential rains. In the Fiji islands (23), overhangs are minimized 
to resist the uplift of strong storms but if the house does collapse the roof 
usually remains in one piece, providing shelter from the accompanying heavy 
rains. The woven walls are true curtain walls. In contrast, stone walls and 
thatch are used for their insulating properties in cool climates in Andalusia 
(24), Ireland (25) and England. A sporting thatch hut in Alto Bonito, Colombia 
sports a verandah. They are made of various materials in various climates, 
shade walls and windows. Allowing ventilation during heavy storms, they also 
provide sleeping and sitting space for transitional seasons. 
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A marvelously exaggerated form of the stilt house is found in the Gaddanes 
tree house (27) in the Philippines which looks as if someone blew his wig 
in high dudgeon—it's 40 feet off the jungle floor. It nevertheless is typical of 
stilt houses in humid climates with moderate and constant temperatures and 
heavy rainfall. The roof dominates and slopes steeply with wide overhangs to 
cope with torrential rains. It is opaque to the sun and of minimum mass to 
avoid heat build up by absorption and consequent reradiation. Frequently 
there are no walls, or half or perforated walls for maximum ventilation which 
is enhanced by breezes flowing under the building. Additionally stilts protect 
against floods, insects, animals and people. A more conservative form, also 
Philippine, is that of the Moros (28). In the Admiralty Islands (29) the Manus 
protect themselves well from rain and sun with clear cross-ventilation beneath 
the low eaves. The African tribesmen near Yaounde in the Camaroons used 
stilts to build above a swamp (30). Another age-old device (which has fallen 
into bad hands in the west lately) is the screen which provides shade, privacy 
with a view, and penetration of breezes. The exterior wall of the ТИН century 
Jain temple, Vimala (31), on top of Mt. Abu west of Agra, India, is a screen 
carved out of solid stone. Its geometry is a strong counterpoint to the ex- 
pected elaborate curvilinear carving of the arcade.—JANET BLOOM. 


PHOTOGRAPHS: 1, Magnum (С. Roger); 2, The Bettmann Archive; 3, Alfred 
Nawrath: Unsterbliches Indien, Verlag Anton Schroll & Co., Vienna; 4, Shelter 
And Society, Praeger Publishers and Barrie & Jenkins Ltd.; 5, Wulf-Diether 
Graf zu Castel, Munich/Riem; 6, 7, 8, 10, 14, 24 Myron Henry Goldfinger; 
9, 11, 12, 15, 16, 17, 18, 20, 21, 23, 26, 27, 28, 29 courtesy The American 
Museum Of Naturai History; 13, 22 United Nations Centre for Housing, Build- 
ing and Planning; 19, 30 courtesy of the United Nations; 25, courtesy Irish 
Tourist Board; 31, Tim Prentice. 
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LIGHTING 
SOME CANDLES 


Answering the energy question 
will alter the look 
and outlook of our society 


It doesn't matter which clock or calendar you go by. 

Chinese, Mayan, Gregorian. 

Encompassing them is the truth Einstein perceived: Time 
is relative to speed. And if, by some feat, we move toward 
the speed of light, time will slow. 

Atomic clocks have verified Einstein's perception. So have 
the facts of 20th century existence—an existence in which 
the clocks are winding down. 

These facts have been woven (perhaps woven themselves) 
into forces which impinge on our daily lives at frenetic fre- 
quencies: technological, social, cultural, economic, even 
moral. In an era of rampant urbanization, these forces in- 
vade, we evade, running like lemmings toward a frozen, 
fenced-in aloofness from reality. 

It would seem that our intrinsic capacity to choose eva- 
sion has nullified our capacity for much else. And this is 
nowhere more clear than in our stewardship of energy. 

Like it or not, the "cosmic harmonies” which Kepler talked 
about hundreds of years ago, have been clocking our ac- 
tions, or lack of them. The chaos we have created in our 
haste and expediency, in our ungodly and gluttonous pursuit 
of material gain, is resulting in a very real winding down of 
our clocks, and our capacities. In a very pragmatic sense, 
we must take full advantage of the “extra” time which those 
"cosmic harmonies" have bestowed, full advantage of the 
tolerance being offered. But this increment of mercy, this 
time for reassessment and reorganization, will be warped 
unless we can summon the resolve (an essential form of 
energy) to face our myriad problems as though they are cut 
from the same cloth—the resolve so implicitly, exquisitely 
there in the scientific laws that have indulged our abuse of 
them. 

William Blake had it right: “Е the doors of perception 
were cleansed, everything would appear to man as it is, in- 
finite. For man has closed himself up, till he sees all things 
thru’ chinks of his cavern.” 

Emerging from that cavern, dealing directly with the laws 
which govern the generation of energy, dealing directly with 
our collective abuse of it, it is clear that nature is being more 
generous than we have any right to expect. Getting a handle 
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on infinity, cleansing ‘‘the doors of perception," sorting out 
the present and potential sources of energy, we will, as a 
matter of course, move into closer proximity with nature— 
and more fully comprehend our place in stewarding its ele- 
ments in a responsible (even reverential) manner. That closer 
proximity, attaining it and expressing it, is a function of 
science and art—increasingly, one function, as the physical 
and metaphysical needs of man converge. 

So we are at a point of relearning some of the very 
simplest things about ourselves, at the same time we must 
harness some of the most complex means to sustain our- 
selves. 

What are the sources of sustenance? 

Looking to the next century, we will need energy that is 
nonpolluting and limitless; and already, the feasibility of 
nuclear fusion has been shown—hopefully to be in applied 
research by the 1980's. Looking to the next 30 to 50 years, 
we will need energy that is abundant, usable, safe; if the 
safety bugs сап be worked out, the fission "breeder'' reactor 
is a good bet, though hotly contested by environmentalists 
(and some utilities) who are hotly lobbying for a stepped up 
fusion program. Right now, as no one needs to be told, we 
need energy that is cheap, convenient—coal and oil. In addi- 
tion, a number of other sources are being looked into and, 
in some areas, tried: These include geothermal power, 
plumbed from deep in the earth's crust—now supplying 
energy in some parts of California and, elsewhere, New Zea- 
land. Also promising as a supply for much day-to-day energy 
needs are the sources of wind and the sun. These last two, 
though less adaptable as central energy sources serving a 
large region, may well be a key to supplying space heating 
and cooling on a local basis. In the case of solar power, Dr. 
Jerome Weingart of the California Institute of Technology 
has calculated that if two-thirds of the homes in the U.S. 
were solar equipped, more energy would be saved each year 
than is currently produced by all the electric power plants 
in the country. 

The utilities need not feel challenged, however—at least 
not by wind and solar power. Their organizations will still 
have to steward the production and distribution of nuclear 
power—and are gearing up for its ultimate form, fusion, 
which approximates the internal reactor of our own sun. 

Not so long ago, fusion was considered a hopelessly futur- 
istic idea. And the U.S., after a brief theoretical stab, left 
the field to the Soviet Union which has made stunning 
progress. 

The primary fusion fuel will be deuterium—a double iso- 
tope of hydrogen, and extractable from seawater at the rate 
of one-half gram per gallon. Scientists estimate that a half 
gram of deuterium equals 300 gallons of gasoline, and that 
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the fusion energy available from one cubic kilometer of sea- 
water equals 2,000-billion barrels of oil. According to cur- 
rent figures, that equals the world's entire oil reserve. 

Several fusion reactions are theoretically possible, but 
two are being concentrated on within the suicidal limits of 
the U.S. scientific research budget. One is the fusion of 
deuterium with hydrogen's triple isotope tritium. The other 
is the fusion of two atoms of deuterium. In both cases, an 
almost perfect vacuum must be achieved, along with almost 
incomprehensible temperatures, to sustain the reaction long 
enough for energy to be extracted. What's more, it won't be 
done for nothing. The Atomic Energy Commission says that 
a go-for-broke fusion program would require a national out- 
lay of $900-million between now and 1980—this, just to 
get fusion into the laboratory, beyond feasibility. 

But considering the stakes, and the theoretical attainment 
of 80-90 percent efficiencies, the U.S. might do well to think 
about whether we wouldn't be going broke without undertak- 
ing the fusion challenge. Americans have spent many times 
$900-million on other ventures—often without their know- 
ledge or approval, including the Indo-China experience, which 
cost almost $30-billion. The obvious dividends of fusion, the 
consensus that it could now be perfected well before the turn 
of the century, make it a compelling alternative to the fission 
"breeder" which has, until very recently, been considered 
the ultimate interim source of nuclear energy. 

While it is true that the “breeder” can theoretically pro- 
duce more fuel than it uses, hence the name, it is also true 
there are unacceptable safety hazards which the Atomic 
Energy Commission has been climbing walls to solve. The 
major “Бгеедег” fuel would be plutonium, which has a half 
life of 25,000 years. And it is no exaggeration that any 
decision to go with it must also carry a responsibility for 
that plutonium a good 25,000 years into the future. 

By contrast, scientists agree that once the fusion reac- 
tion is captured and sustained, deuterium converging with 
deuterium would carry little, if any such danger—neither in 
the form of heat or radiation. All of which is why many 
groups—consumers as well as producers—are urging that 
the U.S. "skip" the problematical fission process, for which 
no working prototypes yet exist, move up the point of pene- 
tration into the fusion epoch, and meanwhile stretch the 
fossil fuels with supplementary supplies from wind and solar 
power. 

All this is going to take time, but let’s remember that we 
don’t have much. Unless the U.S. stops seeing all things 
through the chinks of its cavern, sorts out the mix of energy 
sources, and sets priorities and schedules, all experts we 
have consulted agree that our ‘‘Long Day’s Journey Into 
Night," with attending physical and psychic disaster, will oc- 
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cur by the mid-1980's. So far, the U.S. Government has gone 
through the motions of setting up an energy policy, appoint- 
ed an energy czar (former Colorado governor John Love), and 
has come out strongly for stretching the fossil fuels— 
especially oil. At the same time, research budgets for per- 
fecting new, nonpolluting uses of coal (an increasingly credi- 
ble standby once sulfur can be extracted) are nothing short 
of a mockery of the problems we face—and of our means 
to solve them. This Scrooge syndrome also applies at the 
level of synthetic fuels (petro-chemicals), fusion and solar. 
For example, federal funding for the synthetic sources is 
now $20-million a year; for fusion, $33-million; for solar 
power, only $5-million. If you bother to add these figures, 
you will find they come to $58-million, which is what the 
U.S. House of Representatives recently decided to spend on 
extending the West Front of the Capitol. There was no de- 
bate, of course, about how Congress will go about getting 
heat and light, circa 1985, for such new (and unneeded) 
offices. 

So, while both the Executive and Legislative branches of 
government go through the drill—especially the off-shore 
variety, other sources are being short-changed while slick 
tricks are being pulled on the American public by a con- 
sortium of oil producers (recently indicted by a Florida court) 
who report oil shortages on one hand and soaring profits on 
the other. 

This coercion is being cracked—cracked open by circum- 
stance. Over 2,000 independent gas stations have closed 
this year, as one bit of evidence. Try buying more than ten 
gallons on, say, the Connecticut turnpike, as another. De- 
spite evidence, the attitudes of those who control our oil 
reserves seem to be as fossilized as their fuel. And sitting 
under an upturned barrel, they have America's energy situa- 
tion over one. Just as transportation (and money for it) has 
been so long synonymous with highways, so has energy (and 
money for it) been synonymous with oil. And unless the re- 
search budgets are cracked, along with this monopolistic 
lobby, our singular, governmentally condoned dependence 
on oil may well grease the skids into oblivion—one brought 
on by our unpreparedness to adapt to new energy sources 
at the strategic time, one brought on by what Buckminster 
Fuller recently called “һе greatest heist in history.” 

Adaptability seems to be the key in meeting our present 
and upcoming challenge. And adaptability calls for an energy 
economy that is diverse in its sources as opposed to one- 
sided in orientation. This means creating (and legislating) 
a mix of energy sources; down the road, by not as far as we 
thought, fusion; near at hand, a cleaner composite of coal 
and oil; and, again, supplementing these into the foresee- 
able future, wind and solar energy, both subject to funding 
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and refinement but with the basic technology already well 
in hand. 

As for the lingering generation of nuclear fission reactors, 
it must be said, after a thorough look at experience across 
the country, that the utilities are becoming as impatient with 
them as the environmentalists. For various reasons, it takes 
seven to ten years to put a plant into operation—even with- 
out the class-action suits which are now so au currant. 
Further, we have found a widespread sense of responsibility 
on the part of utility spokesmen, and especially among the 
scientists and engineers whom utilities employ—a responsi- 
bility which is reading out in the form of more careful pro- 
cedures, endless testing and (a little surprising) a less testy 
attitude toward the real, well-documented concerns of en- 
vironmental organizations. 

Several scientists we talked to, especially in Illinois where 
Commonwealth Edison has long led the field in nuclear con- 
sumer energy, admitted that the now-traditional fission plant 
was too often painted as an unqualified blessing—a Trojan 
Horse, as one put it. Severe citizen surveillance has not 
only curbed any cutting of safety corners which might have 
occurred but also forced a reassessment within the utilities 
themselves. This is one reason, and perhaps the most con- 
vincing one, that leading utility executives are urging a 
stepped up entry into fusion technology and are, generally, 
exercizing great effort to make the existing generation of 
fission plants as safe and productive as possible until the 
"ultimate" source is tapped. 

This viewpoint is an attempt, perhaps futile, to play down 
the rancor of recent years—the rancor which has divided 
people between the exploiters of environment and the saviors 
of environment, each with its array of scientific expertise and 
ideology, each with its aspersions cast on the other. We 
have discovered that it is wrong, dead wrong, to classify 
people, companies, groups into such ‘‘camps’’ without toler- 
ance for the context in which vested interests (environmental 
as well as corporate) must conduct their affairs. And if it 
seemed, a few moments ago, that we were ‘‘going айег" oil 
and letting off the utilities scot-free, it is because we dis- 
cerned an especial lack of tolerance among the former, and 
a marked openness (if not always agreement) among the 
latter. Environmentalists, we submit, might do well to under- 
stand such tolerance—especially those who inveigh against 
technology by way of electric typewriters—-remembering, as 
someone we can't recall put it: ‘‘Whenever technology reach- 
es its true fulfillment, it disappears.” 

This disappearing act, by the way, may well be one of the 
dividends of some of the energy sources mentioned: Wind, 
solar, fusion. Once attained and applied, all promise a visual 
cleansing of our physical environment, along with a cleans- 


93 


ing of pollutants. The reason is that you have to get energy 
around, once it is generated. So far, we have been getting 
energy around by way of wires—not exclusively so, but to 
the extent that wires (mostly overhead, along our street- 
scapes) have become ruinous visually, and expensive to 
maintain. Wind, solar and fusion power will have no need 
of such technological clap-trap, the kind now competing with 
the natural landscape from Cape Cod to Big Sur. A 20th or 
21st century windmill, supplying power to a house or a clus- 
ter of them, will impinge on the view, but barely so. Solar 
equipment, built into a house (perhaps with an FHA mort- 
age?) will be scarcely noticeable—except somewhere on the 
roof ridge. A fusion generator, scientists explain, would be 
little more than a crisp, metallic box in an obscure location 
(like your office building basement). The evidence of tech- 
nology might also disappear in those energy sources already 
at hand—especially coal. The coal conversion processes 
need refinement, but we know what to do, given the money 
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to perfect it—namely, get the sulfur out of the coal before 
it is burned or get it out of the smokestacks after it is 
burned. И has been estimated that we throw as much sulfur 
into the atmosphere every year (by way of emitted sulfur 
dioxides) as we take out of sulfur mines. The revived use of 
coal, once downgraded in favor of nuclear energy and com- 
plicated by recent environmental legislation, could—if prop- 
erly funded—energize another industry, sulfur. Environ- 
mental constraints, viewed with a profit motive, can become 
sources of new business— sources which business itself 
might not have otherwise grasped. 

As has been documented elsewhere in this issue, the ener- 
gy mix or make-up will also have a lot to do with the way 
we live—especially with the way our shelter and settlements 
appear. While it is within our potential to have unlimited 
sources of power, the current energy crunch has forced 
those who design and build the physical environment to re- 
think the basic values upon which the design and building 
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process is based. И is ironical indeed that the so-called 
crisis, that of energy shortages, should now call our atten- 
tion to fundamental design issues—the ones which should 
have been calling architects and allied professionals to task 
long ago, the ones concerning human scale, those concern- 
ing our demonstrated need for an environment which allows 
choice and differentiation. 

Architect Richard Stein, earlier in these pages, spells out 
the range of responsibilities which architects must take in 
conserving energy. He further spells out the role which 
architects must play in concert with those who finance and 
develop buildings. But it should be further stressed that any 
reformation in design attitudes should not be undertaken 
merely to conserve existing energy supplies until there are 
limitless ones. It is, rather, a reformation which should have 
occurred in any case, one called for over the last couple 
decades by those who realized that our environment was, in 
Ada Louise Huxtable's words, being "sealed into sterility.” 
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Richard Stein has rightly called for a design approach 
by which cost and quality can be gauged over the long term 
—~and energy has been, of late, the primary impetus behind 
this life-cycle costing. Those of us who have been advocat- 
ing design quality for other than energy reasons have been 
given a shot in the arm. And the upshot of the ‘‘crisis,’’ at 
least in architectural terms, may turn out to be an emphasis, 
at the hardest levels, on those soft, humanistic qualities so 
many of us have been pushing for. For if we are to have 
a physical environment which allows differentiation of ener- 
gy use—that is, one designed to allow you to turn out the 
light when you are not using it—we will tend to have ап 
environment which is differentiated in several other ways. 
We will tend to have an environment where windows can be 
opened, an environment oriented to prevailing breezes and 
the movement of the sun, an environment in closer proximi- 
ty with nature—the proximity we called for at the outset. 

lf energy conservation were our only standard, we might 


opt for low-rise, high-density development, with communi- 
ties clustered together; with retail, community and residen- 
tial shelter carefully composed for easy access from one to 
the other; with an environment alive 18 or 20 hours a day 
instead of just eight—the typical office building environ- 
ment. 

Without energy as an element of concern, there have 
been solid social and economic reasons for such clustering 
all along—reasons having to do with heightening the inter- 
action between people, those having to do with conserving 
the character of the land and of the cityscape, those having 
to do with endowing a sense of place and identity for people 
who have otherwise languished in artificial privacy behind 
the barriers of ‘‘open-office landscaping" or on quarter-acre 
lots “ауау from it ай.” 

The truth is that everything which architects are doing to- 
day to help alleviate the energy shortage should have been 
done without it. And several of the examples brought to our 
attention, while conserving energy, while built in record time, 
while evoking new materials, were brought to our attention 
as examples of getting maximum rental floor area fast, or 
as examples of how to maximize short-term profit, or as 
examples of how to make a killing on resale. Other examples 
brought to our attention embodied sound thinking and far- 
seeing innovation with respect to either wind or solar power 
—but innovative energy techniques have not as yet created 
a new architecture, and we are forced, after all is said and 
done, to wonder whether energy, as a technical concern, can 
create a new architecture. Indeed, we are forced to the con- 
clusion that it cannot. 

Energy, as a philosophical concern, can. We have only 
to look carefully through the writings and buildings of his- 
tory's most decisive architects to understand their grasp of 
natural elements—their uses of light, their accommodation 
of the landscape, their comprehension of climate, and (per- 
haps most crucially) their understanding that human 
emotion is the most tangible building element of all. 

In architecture, as in the varied aspects of life which it 
embodies, energy is partially that which goes into something 
and partially that which comes out, partially that which 
architecture allows to happen, or inspires. "Energy," as 
William Blake also said, ''is eternal delight," but the ques- 
tion remains whether or not man, given all the energy he 
needs, will have learned enough to make delight and dignity 
the regenerative aspects of architecture, or learned that the 
energy to elevate man's emotions and attitudes was really at 
hand all along. 


PHOTOGRAPHS: page 88, Norman Matheny, The Christian Science Monitor; 
page 90, Wide World Photos; page 92, Stanford University; page 94, Lawrence 
Radiston Laboratory; page 97, Bettmann Archive. 
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The sun is half the world, half everything, 
The bodiless half. There is always this bodiless half, 
This illumination, this elevation, this future. . . . 


—WALLACE STEVENS 


ACET 


(Continued from page 32) 


the Dirksen Federal Building 
and a post office. The complex 
was designed by Mies van der 
Rohe. 

Within four blocks of the 
Federal Complex are a 50 ft. 
sculpture by Picasso in front 
of the Civic Center and a mural 
by Marc Chagall under construc- 
tion for the plaza of the First 
National Bank. 


WASHINGTON 


Property tax inequities are a 
direct cause of the decay of 
property in cities, says a report 
made for HUD. These inequi- 
ties, stemming from poor prop- 
erty tax administration in ten 
of the country’s largest cities, 
are also some of the reasons why 
minorities have trouble owning 
urban property, according to the 
report. It was put together by 
Sens. Charles H. Percy (R) of 
Illinois and Edmund S. Muskie 
(D) of Maine, and it analyzes 
the property tax-urban decay 
relationship in Atlanta, Balti- 
more, Chicago, Detroit, Nash- 
ville, Oklahoma City, Philadel- 
phia, Portland, Ore., Providence, 
R. L, and San Francisco. 

Sometimes the taxes carried 
in blighted neighboorhoods are 
ridiculously higher than in more 
proper ones. For example, ac- 
cording to the report: “In Balti- 
more, Chicago, and Philadelphia, 
properties in blighted neighbor- 
hoods carry ten times the tax 
burden of properties in upward 
transitional neighborhoods.” 

Acting on the report’s find- 
ings, Senators Percy and Muskie 
have introduced legislation de- 
signed to help state and local 
governments reform property 
assessment. 


BY-PRODUCTS 
THE ARCHITECTURAL INDEX 
In its 23rd year of publication 
The Architectural Index is now 


available for 1972. Listed are 
articles from THE FoRUM and 
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the other U. S. architectural 
journals; projects are cross in- 
dexed according to location, gen- 
eral building type, and architect 
or designer. The 1972 Index 
costs $7.00 and can be ordered 
from The Architectural Index, 
P. O. Box 1168, Boulder, Colo- 
rado 80302. 


FRONTIERS 


COLLEGE UNDER VINYL 


Air structures may or may not 
be coming of age. But this one 
located in a meadow in Colum- 
bia, Md., will be a regional cam- 
pus for Antioch College in the 
fall. It was put up by Antioch 
students and professors in four 
days at an estimated $5.50 a 
square foot, compared with 
from $20 to $40 a square foot 
for permanent educational struc- 
tures in Maryland today. It is 
expected to last for five years. 


Antioch’s pneumatic campus. 


Inside there are smaller auxil- 
iary air structures to serve as 
offices and there are ramps of 
bricks leading from one ter- 
raced level to another. In all, 
the translucent vinyl structure 
covers 32,400 sq. ft. at heights 
varying from 15 ft. to 25 ft. 
Inflated in November 1972, it 
was to be the site of the First 
National Conference on Air 
Structures in Education this 
spring. But interior tempera- 
tures above 126 degrees (the 
point at which the thermometer 
burst) forced the 400 conferees 
to assemble at a motel at Balti- 
more's Friendship Airport. 

Research and design costs 
were covered by a $36,200 grant 
from the Ford Foundation's Ed- 
ucational Facilities Laboratory 
and by $100,000 from the Fed- 
eral Office of Education. Соп- 
struction costs of $179,000 were 


paid by Antioch. 

How will students like going 
to college in an air bubble? Not 
too much, judging from prelimi- 
nary reports. One student in- 
volved in the project called it 
"more a piece of art than a 
functional work of environmen- 
tal design" A teacher, who 
quit because he thinks the struc- 
ture will never be finished, 
feels psychological studies on 
the effects of the bubble as edu- 
cational environment should 
have been done. Students will 
evidently have to adapt to the 
structure, a process of educa- 
Поп often not considered in 
more conventional buildings. 


DISCOURSE - 


A LITERARY RAMBLE 

Abigail Ann Hamblen, a Massa- 
chusetts lady concerned with 
literature and architecture, sent 


us this study she's done on the 
architectural imagery in The 
Golden Bowl, a novel Henry 
James published in 1904, reveal- 
ing his great love for architec- 
ture and its special role in his 
work: 
Any student of Henry James 
knows that each of his novels 
was carefully planned before he 
started its actual composition. 
He was nothing if not methodi- 
cal in his writing, and his plots 
were blocked out with a nice 
feeling for symmetry and con- 
trast. The more one thinks of 
his methods, the more one sees 
an affinity with architecture. 
Aldous Huxley, in Antic Hay, 
has Theodore Gumbril, Sr., point 
out the difference between 
architecture and the other arts. 
His rather whimsical discussion 
is worth quoting at length, for 
it has here a peculiar relevancy: 


A Max Beerbohm caricature of 
Henry James. 


“The fact is," he says, “that 
architecture is a more difficult 
and intellectual art than music. 
Music—that's just a faculty 
you're born with, as you might 
be born with a snub nose. But 
the sense of plastic beauty— 
though that's, of course, also an 
inborn faculty—is something 
that has to be developed and 
intellectually ripened. It’s an 
affair of the mind . . . A man 
can be an excellent musician 
and a perfect imbecile. But a 
good architect must also be a 
man of sense, a man who knows 
how to think and how to profit 
by experience . . ." 

Reading the above with 
James' work in mind, we realize 
just how close he, as artist- 
writer, was to the artist-archi- 
tect—the necessary cerebral 
quality, the painstaking blue- 
printing, the understanding of 
reality and, in spite of that, a 
reaching upward. 

All of these are especially 
apparent in The Golden Bowl. 
Most noticeable at first is the 
proportion of the book, with 
almost equal space devoted to 
the consciousness of the Prince 
and that of the Princess. At 
the beginning we are introduced 
to the Prince and Charlotte, told 
of their former love affair, and 
informed of the close relation- 
ship of Maggie Verver and her 
father. Next comes the mar- 
riage of Maggie and the Prince, 
followed by the marriage of 
Charlotte and Maggie's father. 
The adultery of the Prince and 
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Retractable floor seal effectively 
holds wall iri place, provides 
efficient sound barrier. 
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SOUND BARRIER’ 


Richards-Wilcox Operable Walls for 


QUIET QUALITY 


E Molded rubber seal retracts when 
wall is being moved, assuring fric- 
tion-free operation 8 Full perimeter 
seal is lever activated, keeps out 
sound even on irregular floor sur- 
faces B Richards-Wilcox QUIET 
QUALITY design and precision 
workmanship assure the required 
NSSEA sound rating ® Ask your 
nearby R-W sales engineer to show 
you an installation in your area. 


FREE—20-page operable wall and 
portable partition specifier's guide. 


Richards-Wilcox 


MANUFACTURING COMPANY 
110 Third St., Aurora, IIl. 60507, Phone: 312/897-6951 


One of the White Consolidated Industries 


Wel 


new series three hundred by Gold Medal 
makes a strong statement for bold, con- 
temporary design. And deep relaxing 
comfort. Brawny planks of solid hard 
maple cradle reversible, interchangeable 
cushions on heavy-duty resilient webbing. 
Dramatic tenon joints are securely locked 


with an ingenious fastener that permits 
easy disassembly for moving or storage. 
Six piece matched grouping: chair, otto- 
man, settee, sofa, corner table and coffee 
table. Walnut finish with a choice of black 
Luxura Naugahyde or beige Belgium 
linen. Write for informative brochure. 


GOLD MEDAL FOLDING FURNITURE CO/DEPT 300/1705 PACKARD AVE/RACINE, WISCONSIN 53403/PHONE (414) 637-5677 
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ACET 


(Continued from page 98) 


Charlotte eventually erects it- 
self squarely upon this many- 
pillared pedestal. 

The novel abounds in figures 
of speech that pertain to archi- 
tecture. The great number of 
them are casual, seemingly off- 
hand. For instance, the Prince’s 
ancestor, an infamous Pope, is 
referred to as “the palace build- 
er.” But many references to 
buildings and rooms are integral 
parts of the story, settings that 
enhance the significance of 
given moments. James is un- 
usually practiced in the skill 
of every good fiction writer, that 
of relating environment to ac- 
tion and thought. 

For instance, we first see 
Adam Verver in the billiard 
room at Fawns, alone “in the 
vast, square clean apartment" 
with its “large clear windows.” 
And, as the story proceeds, we 
realize just how appropriate such 
a background is for this large- 
souled man. 

Later, the plan of the house 
at Fawns enables James to de- 
scribe one of his most impres- 
sive scenes. It is night. Maggie 
has left the others playing 
bridge, and has gone out on the 
terrace to walk up and down 
past the French windows. 

Trembling with the conscious- 
ness of her marital situation, she 
walks along, looking in to see 


the absorbed card players, then 


the empty drawing room. The 
light from the splendid rooms 
shines out in long shafts, ac- 
centuating the | darkness of 
the terrace, the loneliness of the 
small figure. And then she sees, 
tall, queenly, assured, her ad- 
versary coming toward her. In 
the dark outside is the beginning 
of the end. 

An extraordinary number of 
architectural figures are used to 
convey the persons and the 
personalities of the two chief 
male characters. Those employed 
for the Prince are especially 
picturesque. The young man’s 
“dark blue eyes were of the 
finest, and, on occasion, pre- 
cisely, resembled nothing so 
much as the high windows of 
a Roman palace, of an historic 
front by one of the great old 
designers, thrown open on a 
feast-day to the golden air." 
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Whimsically, in a figure that 
later becomes very significant, 
he explains his “moral sense" 
to Mrs. Assingham: “I’ve of 
course something that in our 
poor dear backward old Rome 
sufficiently passes for it. But 
it's no more like yours than the 
tortuous stone staircase—half- 
ruined into the  bargain!—in 
some castle of our Quattrocento 
is like the ‘lightening elevator’ 
in one of Mr. Verver’s fifteen- 
story buildings." And he is 
capable of exhibiting “а beauti- 
ful personal presence, that of a 
prince in all truth, a ruler, a 
warrior, patron, lighting up 
brave architecture." 

Adam Verver, curiously sees 
the Prince in architectural terms: 
In the life of Maggie and her 
father, the young nobleman 
comes as a spectacular addition. 
“At first, certainly, their decent 
little old time union, Maggie’s 
and his (Adam’s) own, had re- 
sembled a good deal some pleas- 
ant public square, in the heart 
of an old city, into which a 
great Palladian church, say— 
something with a grand archi- 
tectural front—had suddenly 
been dropped." . . . Later, two 
quite striking architectural im- 
ages are used to describe Mag- 
gie's consciousness of the collu- 
sion of the two faithless spouses. 
The first is “it now arched over 
the Princess’s head like a vault 
of bold span that important 
communication between them on 
the subject couldn’t have failed 
of being immediate.” 
ond is similar: “They had built 
her in with their purpose—which 
was why, above her, a vault 
seemed more heavily to arch; so 
that she sat there, in the solid 
chamber of her helplessness, as 
in a bath of benevolence artfully 
prepared for her." 

Henry James' story of the 
Ververs, the Prince and Char- 
lotte is an extremely sophisticat- 
ed dramatization of the hard 
fact that an enduring structure 
cannot be built on a faulty 
foundation. Architectural meta- 
phors are peculiarly appropriate 
for this, the most mannered 
of James’ novels, and they 
play an important part in the 
over-all composition of the book. 
From the beginning when we 
are told of the Prince's family 
palaces, through the descrip- 
tions of elegant town houses, 
vast country places,  balus- 
trades, and terraces, we see 
setting blended with action. 

The illicit love of Charlotte 


The sec- | 


and the Prince is suitably sur- 
rounded by splendid rooms and 
ornate balconies; glamour be- 
comes these two. 

The Princess's suffering, and 
her victory, the daring of the 
guilty lovers, and their defeat, 
are well expressed in terms of 


terraces, distant towers, pagodas | 


hung with silver bells—and, 
finally, by “high cool rooms," 
with long windows open to the 
impassive day. 

Architecture, so Frank Lloyd 
Wright tells us, is “man in 
possession of his earth." It fit- 
ly ornaments this story of how 
innocence comes into its own. 


AWARDS 


Serge Chermayeff, Professor 
Emeritus, Yale University, was 
awarded the Gold Medal of the 
Royal Architectural Institute of 
Canada. . . . Jean Labatut, for- 
mer professor of architecture at 
Princeton University, received 
the Thomas. Jefferson Memorial 
Foundation Medal In Architec- 
ture, awarded annually by the 
organization that oversees 
Thomas Jefferson’s Monticello 
estate. The medal recognizes per- 
sons who have distinguished 
themselves in architecture. . . . 
Hannes Westerman, a West Ger- 
man architect, won the 1973 R.S. 
Reynolds Memorial Architec- 
tural Award for his design of 
the Norddeutsche Landesbank 
in Braunschweig. . . . A. Barry 
Morris of the consulting engi- 
neering firm of Hurst and Adams 
in Falls Church, Va., is Drafts- 
man of the Year. It is the fourth 
time Mr. Morris has won the 
award given by the Consulting 
Engineers Council of Metropoli- 
tan Washington. . . . Craig D. 
Roney of Andover, Mass. is the 
recipient of the 1973 Кос! 
Travelling Scholarship. 


CONFABS 


“ЕН... WHAT, BRUTUS?" 
Since the days of Julius Caesar, 
man has been increasingly irri- 
tated by the earsplitting problem 
of noise. The great Caesar had 
chariots banned from the cobble- 
stone streets of Rome to allevi- 
ate the nerve-wracking situa- 
tion. Bolt, Beranek and New- 
man Inc. however (realizing 
today’s noisemakers are not so 
easily vanquished), are actively 
seeking solutions. 


Two seminars on noise and 
vibration control are being of- 
fered under the direction of 
Laymon Miller, whose forte over 
the past 30 years has been 
researching the treatment of the 
noise abatement concern. These 
courses evolve in two separate 
workshops: “Noise Vibration and 
Control in Buildings” (Offered 
in Chicago, September 5-7; New 
York, September 19-21; Mem- 
phis, October 17-19, and Miami, 
October 31-November 2) and 
“Noise in Manufacturing Plants” 
(Chicago, September 10-12; New 
York, September 24-26; Mem- 
phis, October 23-25; and Miami, 
November 5-7). 

To receive registration infor- 
mation, write to Ms. Gloria 
Cianci, Bolt Beranek and New- 
man, Inc., 50 Moulton Street, 
Cambridge, Massachusetts 02138. 


GROWTH 


e For the first time, a confer- 
ence aimed at striking a bal- 
ance between ecological and 
conservation interests and con- 
tinued economic growth will be 
held in Tulsa, Oklahoma, Sep- 
tember 23-26. Jointly sponsored 
by the Metropolitan Tulsa 
Chamber of Commerce and 
the Midcontinent Environmental 
Center Association (MECA) 
with the Chamber of Commerce 
of the United States as a co- 
Operating sponsor, “Growth 
with Environmental Quality?” 
will bring together leaders of 
differing points of view in all 
environmental areas to question 
the balance between economics 
and ecology and try to determine 
where it lies. This forum, ac- | 
cording to general chairman 
Joseph H. Williams, president 
of the Williams Companies will 
be the first to encompass dis- 
cussion on all issues—land use, 
energy, technology, people, and 
the quality of life. A segment 
of the forum will also examine 
the international aspects of en- 
vironmental issues. 

Information concerning the 
forum can be directed to Public 
Relations Manager, Bruce Car- 
nett of the Metropolitan Tulsa 
Chamber of Commerce, 616 
South Boston Avenue, Tulsa, 
Oklahoma 74119. 


PHOTOGRAPHS: page 22 and 23 (top) 
William Douglas Gansen; 23 (bottom) 
Cornell University; 25 (bottom) New 
York Times; 27 Leonardo Le Grand, 
Museum of Modern Art; 30 (top) The 
Christian Science Monitor; 32 (top) 
Nathaniel Lieberman; 98 (top) The 
Bettmann Archive, (center) Education- 
al Facilities Laboratories. 


DUCTLESS 

Rush-Hampton Industries has in- 
troduced the CA/90 ductless 
bathroom fan unit. CA/90 is a 
new chemical that retards 
growth of odor and disease 
causing bacteria and fungi. A 
small chemical ejector cartridge 
is located in the unit and an 
electric dispersal fan in the unit 
pulls air into it and through the 
ejector cartridge. Polluted air is 
cleansed as it passes over the 
chemical; as the treated air is 
diffused in the room, it retards 
growth of bacteria through air 
circulation. Besides the cost sav- 
ings inherent in a ductless unit, 
there is the safety factor where- 
in smoke and fire cannot travel 
through extensive ductwork. The 
only portion of the unit which 
is visible on installation is a 


RODUCT 


decorative diffuser, which may 
be coordinated with decor. The 
CA/90 unit is endorsed by HUD, 
especially in cases where sani- 
tation requirements are strict. 
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QUIET ZONE 

"Grand Central" 
addition 
Company's Quiet Zone line of 


is the latest 
to Armstrong Cork 


cushioned vinyl flooring. The 
floors have a virtually nonpor- 
ous wear layer of vinyl, provid- 
ing stain resistance and needing 
minimum maintenance. An in- 
terlayer containing fiber glass 
filaments adds stability and pro- 
tection against impact damage. 
The backing is a щ” layer of 
vinyl foam. Cushioning offers 
sound conditioning benefits as 
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well as allowing mobile units to 
roll easily over the surface. 
Flooring is recommended for in- 
stallation over concrete and 
terrazzo at all grade levels, as 
well as suspended subfloors of 
plywood, double-strip wood, 
hardwood or metal, It can be 
installed directly over old re- 
silient flooring which is securely 
bonded to the subfloor. “Grand 
Central” comes in white, beige, 
gray/beige, brown, gold and 
green. 
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SUPER-SMOOTHEE 


Yes, really, LCN Closers has in- 
troduced ‘‘Super-Smoothee’, а 
heavy duty, non-handed, non- 
sized door closer that can be 
mounted four ways. The closer 
has adjustable spring power 
which accommodates exterior 
doors 2' through 4’, and interior 
doors 2’ through 5’. The unit 
can be mounted on the hinge 
face of a door, over the door, 


on the stop face, or on a brack- 
et. One template location for 
each different mounting allows 
all available degrees of opening. 
In addition, there is an adjust- 
able hydraulic back-check with 
a special valve that provides 
cushioning of opening swing 
prior to 90 degrees on all ap- 
plications. 
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CLEAN 


A 19” round steel lavatory, 
called "Bayside", has been an- 
nounced by the Eljer Plumbing- 
ware Division of the Wallace- 
Murray Corp. This uni-rim round 
countertop sink is made of acid 
resisting enameled formed steel. 
It has a front overflow, two 
soap depressions and a fitting 
ledge. A clean-edged neat ap- 
pearance is the result of no 
metal rim around the frame of 
the sink. The illustration shows 
Eljer's "Ultima" centerset fitting 
with aerator, pop-up waste. It 
comes in white and six decora- 
tor colors. 
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MINI-WEAVE 


From Exxon Chemical Company 
U. S. A. comes “Міпі-Меауе”, 
a three-dimensional reproduction 
of tightly woven cane designed 
for residential and contract 
furniture, casegoods, cabinets, 
fixtures, doors and wall panels. 
It is being offered in sheet sizes 
of 3' x 10', 4' x 8', and 4' x 10. 
There is a high-pressure plastic 
laminate finish which makes the 
covering practical. A look and 
feel of real cane is achieved by 
the combination of a raised tex- 
tural surface, which adds depth 
and shadow to the pattern, and 
a natural coloration. 
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PRODUCTS 


STRUCTO-GARD SYSTEM 

A new system to  fireproof 
structural steel which replaces 
sprayed fireproofing, has been 
developed by  Johns-Manville 
Corp. and implemented jointly 
by J-M and Tishman Realty & 
Construction Co., Inc. The sys- 
tem, called “Ѕігисіо-рага”, con- 
sists of mineral fiber board 
which is applied to steel beams 
and columns, utilizing a stud 
welding gun which fixes the 
material to the structural mem- 
ber with a steel stud and fric- 
tion washer. According to the 
developers, the system meets 
Underwriters Laboratories re- 
quirements. Since a prefabricat- 


| SOLARCOOL 

Two new architectural glasses, 
called *Solarcool Bronze" and 
“Solarcool Gray", have been 
added to PPG Industries’ line of 
Solarcool glass products. They 
are reflective float glasses hav- 
ing a reflective film applied to 
tinted glass. The coating is said 
to reduce heat buildup and sub- 
due indoor brightness. Solar 
energy reduction can lower air- 
conditioning loads and costs as 
well as aid energy conservation. 
The metallic coating permits use 
of the product in single glazing 
Since it resists weathering with- 
out the need for protection in 
the air space of a double-glazed 
unit. The glasses are annealed 
and can be cut or fabricated in 
the same way as ordinary float 
or sheet glass. Solarcool prod- 
ucts may also be tempered or 
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ed board of standard dimension 
is used, control standards are 
relatively easy to maintain. This 
should eliminate thin spots and 
assure maximum fire protection 
over the entire structural frame- 
work. Because the system is not 
sprayed-on, application is easy 
to control in all weather condi- 
tions. The developers say that 
this new system does not pose 
any of the environmental or 
health hazards common to as- 
bestos or spray-on fireproofing 
materials because there is the 
elimination of the dispersion of 
pollutants. 
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heat-strengthened for places re- 
quiring greater thermal and 
wind load resistance. 
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(Continued on page 104) 
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Odessa City Hall, Odessa, 
Architects: Peter and 


DOORWAY NOTES. . 


THE LCN 5030 SERIES CLOSER IS 
CONCEALED WITHIN THE HEADFRAME. 


HYDRAULIC BACK CHECK AND 
ADJUSTABLE TWO SPEED CLOSING 
PROVIDE POSITIVE CONTROL OF 
OPENING AND CLOSING SWINGS. 


MECHANICAL ADVANTAGES OF 
DOUBLE LEVER ARM AND ADJUSTABLE 
SPRING POWER RECOMMEND THIS 
CLOSER, WHERE HIGH WINDS OR 
INTERNAL PRESSURES ARE ANTICIPATED. 


UNIQUE DESIGN INCORPORATES ALL 
CLOSER CONTROL CHARACTERISTICS, YET 
FITS INSIDE 1-3/4 x 4-1/2" TRANSOM BAR. 


SEND FOR CATALOG. SWEETS, SEC. & 


LCN CLOSERS, Princeton, Illinois 61: 
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PRODUCTS, 


5x 5 


A 5' x 5' lighting-ceiling system 
which incorporates acoustics and 
air distribution has been intro- 
duced by the Interior Products 
& Systems Division of Keene 
Corp. Designated “Spec 100", 
the system consists of a 20" x 
20" lighting fixture, with crossed 
40-watt fluorescent U-lamps; 20" 
x 20" acoustical tiles that slide 
out for maintenance purposes; 
provisions for electrical wiring 
that can come down through 


(Continued from page 102) 


the grid system without dam- 
age; and air distribution through 
individual air boots or a con- 
tinuous linear plenum. The sys- 
tem can be designed for cus- 
tom application to individual 
projects, with an illumination 
capability from 70 to 100 foot 
candles. A variety of lenses are 
available for low brightness or 
special effects. Acoustical tiles 
are available with different sur- 
face textures. 
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MOTIFS 


Giacometti-like silhouettes high- 
light “People,” a new wall hang- 
ing that can also serve as a 


rug, available from Concepts 
International’s Elevations col- 
lection. 


Screen-printing, а  multi-di- 
mensional, layered color effect, 
is attained on this particular 
pattern that could not be pro- 
duced with a woven pattern. 
“People” is a blend of 80 per- 
cent wool and is available in 
natural with brown color. 

Among other wall hanging/ 
rug patterns featured in the Ele- 
vations collection are geometric 
motifs and whimsical figures 
produced with the same screen- 
printed technique. Aimed partic- 
ularly at the informal consum- 
er, the Elevations collection 
comes in various conventional 
sizes and also several extra 
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WAU ILLU 


small sizes (2’ x 3’ and 3’ x 4’). 
Nine patterns are available, 
each in a selection of colors. 
On Reader Service Card, circle 108. 


LE MURA 

Italian architect Mario Bellini 
has designed the “Те Mura” 
collection for Atelier Interna- 
tional, Ltd. The collection is 
manufactured by Cassina Milan 
in Italy, and consists of an arm- 
less chair, a chair with left or 
right arm, a two armed chair, 
an ottoman, and a single or 
double bed. The units are con- 
structed with a foam polyure- 
thane body on a wooden base 
with dacron fiberfil cushioning 


and may be upholstered іп 
fabric, vinyl, or leather. The 
units interchange to provide a 
variety of seating/lounging con- 
figurations; "buckle" fittings af- 
fixed to each piece secure the 
units together. Most components 
are scaled at a 36" width, al- 
though the two-arm chair meas- 
ures 50" and is adaptable to 
public and large scale residential 
spaces. 
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DOUBLE-DUTY 


PPG Industries has announced 
a new gas-filled insulating glass 
unit for windows having great- 
er insulating efficiency than 
ordinary air-filled units. Twin- 
dow X! insulating glass mini- 
mizes condensation on room- 
side glass surfaces to permit 
higher, more healthful indoor 
humidities. 

In the manufacturing process, 
two pieces of sheet glass are 
permanently fused together 
along the edges in a process 


similar to arc welding. The unit 
then moves to a vacuum cham- 
ber where it is filled with the 
special dry nontoxic gas and 
then is sealed. 

Twindow X! reduces conducted 
heat loss about 45 percent bet- 
ter than a single pane of clear 
glass and about 20 percent bet- 
ter than a conventional air- 
filled double-glazed unit, ac- 
cording to Robert M. Hainsfur- 
ther, vice president and general 


manager of the glass division. 
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WATT CONSCIOUS 


A line of new premium-life light 
bulbs that consumes up to ten 
percent less watts of electrical 
energy and still provides the 
same amount of light as con- 
ventional-wattage bulbs of the 
same life, has been announced 
by the Duro-Test Corporation. 
Krypton gas is used in the bulb 
and the patented ‘copperflex” 
filament that was developed by 
Duro-Test. This gas retards the 
evaporation of the filament, al- 
lowing it to burn brighter for a 
longer period of time. This re- 
sults from the low heat conduc- 
tivity and high atomic weight of 
krypton, which exists in the at- 
mosphere at a ratio of one part 
per million. Argon, the gas used 
in conventional bulbs, exists at 
a ratio of one part per hundred. 
The “copperflex” filament pro- 
cess contributes both to the dur- 


ability and brightness of the 
new bulbs. The process provides 
a filament whose metal is pur- 
er, more uniform, more resilient 
and up to ten times stronger 
than conventional filaments, re- 
ports Duro-Test. 

A bonus benefit of reduced 
wattage bulbs, in addition to 
conserving electrical energy, is 
that of a simultaneous savings in 
the user's lighting bills. Duro- 
Test reportedly can save the 
homeowner $27.00 over the 2,500 
hour life of the bulb, at a rate 
of 3€ per kilowatt hour. The 
properties of krypton-filled 
lamps were studied thoroughly 
in a paper by Dr. Wolfgang 
Thouret (who headed the watt 
saver development) which was 
published in 1970 and entitled 
"Transaction of the Illuminating 
Engineering Society." 
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HOT & COLD 

Carrier Air Conditioning Com- 
pany has developed a modular 
ceiling-mounted air terminal for 
variable volume systems called 
the “37 AD". It is designed to 
provide cooling and heating si- 
multaneously, and is primarily 
to be used as a ceiling installa- 
tion near the building's periph- 
ery. Since it eliminates the need 


for a separate heating system, it 
reduces costs and uses less 
space. The heating side of the 
system sweeps periphery walls 
and windows while the cooling 
side serves the interior zone. An 
insulated sheet metal divider 
separates cold and warm аш 
streams. The system can be 
adapted for cooling only. 
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The personification of executive identity. Time- 
less quality from the hands of master craftsmen 
at Myrtle Desk Company, High Point, North 
Carolina. Showrooms: New York, Chicago, 
Los Angeles, Miami, Boston, 
Dallas, Denver, High Point. 


“MYRTLE 
DESK! 


RODUCT LITERATUR 


To order any of the literature described, 
circle the indicated number on the self-addressed 
Reader Service Card on page 107. 


Water Coolers, Fountains 

1973 condensed catalog, MPC-73, 
featuring photographs and complete 
descriptions of Sunroc water coolers, 
Western drinking fountains, emergen- 
cy safety showers and eyewashes. 
Available from  Sunroc Corp. and 
Western Drinking Fountains. From 
Sunroc: High back wall hung, semi- 
recessed, and compact  fountains; 
also, compact wall hung water cooler. 
From Western: Vitreous china, stain- 
less steel, and 3-pedestal fountains. 
On Reader Service Card, circle 200. 


Mosaic Tile 


Color brochure illustrating American 


Olean's line of glazed, quarry, and 
ceramic mosaic tile. Featured are 
both the silicone rubber factory- 


grouted Redi-Set ceramic tile system 
and the Redi-Set 200, ceramic mosaic 
sheets with polyurethane grout. De- 
Scribes color co-ordination, architec- 
tural specifications, and commercial 
applications. On Reader Service Card, 
circle 201. 


Roofing Systems 

Full color 4-page brochure demon- 
strates use of patented Kalwall Trans- 
lucent Panel system as “skylites” 
and “skyroofs.” Outlines applications; 
provides technical data, detail draw- 
ings, and short form specifications. 
Kalwall consists of two fiberglass 
reinforced face sheets permanently 
bonded to a structural aluminum l- 
beam grid core. ''Sandwich" panel 
said to be shatterproof with insula- 
tion options. On Reader Service Card, 
circle 202. 


Concrete Poles 

Brochure on architectural and area 
lighting poles offered by Centrecon, 
Inc. Publication describes octagonal 
and round poles of spun pre-stressed 
hollow concrete in lengths from 13 to 
49 feet. Poles available in plain or 
colored concrete, or in polished 
terazzo finishes. On Reader Service 
Card, circle 203. 


Insulating Concrete 
Comprehensive booklet detailing light- 
weight perlite insulating concrete for 
roofdeck applications available from 
Perlite Institute, Inc. Contains density 
selection guide and physical proper- 
ties; describes use over steel form 
units, structural or precast concrete 
roof slabs, and form boards. Also 
includes detail drawings, fire ratings, 
and design data. On Reader Service 
Card, circle 204. 
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Plywood Walls 

32-page publication contains detailed 
sketches on uses of trim and mill- 
work in producing walls free of 
visible joints. Entitled "'Architectural 
Plywood Walls," brochure available 
from the American Plywood Associa- 
tion. Said to be useful as an immedi- 
ate design problem solver or as a 
stimulant of new approaches to wall 
construction. Design concepts for 
application to wide variety of single 
and two-story structures. On Reader 
Service Card, circle 205. 


Brass Lavatory Fixtures 

Artistic Brass, a division of Norris 
Industries, has introduced a new 
"Tomorrow Line" of decorative bath- 
room fixtures and accessories. Line 
presently composed of 4 basic de 
signs— Pisces, Aquarius, Aries, and 
Libra. Each available in lavatory and 


tub sets; matching accessories in- 
cluded. On Reader Service Card, 
circle 206. 


Lead Designs, Applications 
From Lead Industries Association, 
Inc., an 8-page booklet entitled: ‘‘Lead 
. As A Modern Design Material.” 
Discusses properties, forms, and de- 
sign applications of lead. Revised and 
updated version of similar 1963 book- 
let. Applications such as corrosion, 


vibration, sound control, radiation 
resistance, soldering, ceramics, and 
forms available listed. On Reader 
Service Card, circle 207. 
Illumination Systems 
Available from Siltron Illumination, 


Inc: New catalog illustrating com- 
plete product line, including AC and 
DC power packs, Remote Emergency 
fluorescent power packs, Emergency 
Luminaires, Emergency Lighting Con- 
soles, and Unit Packs for retro- 
fitting existing fluorescent fixtures. 
Specifications, dimensional data draw- 
ings included. Application and tech- 
nical bulletins part of package. On 
Reader Service Card, circle 208. 


Cubicle Hardware 

Descriptive material on line of Grant 
Hardware cubicle tracks, curtains, 
and intravenous feeding systems. 
Data on mono and duo-rail intra- 
venous support systems, cross sec- 
tional views, and mounting data and 
detailed specifications. Also sum- 
marizes  in-ceiling,  to-ceiling, and 
dropped -from- ceiling cubicle track 
mountings; surface and recessed 
tracks described. On Reader Service 
Card, circle 209. 


Refrigerated Prefabs 

Description of refrigerated buildings 
from Bally Case & Cooler, Inc. Bro- 
chure summarizes design, manufac- 
turing, and assembly features of 
Bally panels. Panels constructed of 
4-inch urethane foamed-in-place be- 


tween two sheets of aluminum, 
galvanized or stainless steel. Bally 
refrigeration systems also sum- 


marized. On Reader 
circle 210. 


Service Card, 


Plastic Extrusions 

Two-page guide on the systems ap- 
proach to the fabrication of plastic 
profile extrusions published by Crane 
Plastics. Covers systems approach, 
lowest per-piece fabrication costs, and 
various standard fabrication opera- 
tions available. Also: description of 
automated, in-line operations. On 
Reader Service Card, circle 211. 


Solid Waste Disposal 

Brochure describes Combustopak in- 
cinerator, a compact, modular, solid 
waste disposal unit manufactured by 
Combustion Engineering, Inc. Incin- 
erator designed to serve needs of 
municipalities and industrial opera- 
tions. Combines disposal with haulage 
and landfill savings. Meets stringent 
pollution control standards. On Read- 
er Service Card, circle 212. 


Load Factor Design 

Technical paper entitled “Load Factor 
Design of Steel Buildings" published 
for structural engineers. Written by 
T.V. Galambos, Chairman, Department 
of Civil and Environmental Engineer- 
ing, Washington University, St. Louis. 
Paper based on research sponsored 
by American Iron and Steel Institute. 
Describes trend toward  probalistic 
structural design, in which uncer- 
tainties (loading, design assumptions, 
etc. are treated in a statistical in- 
stead of intuitive manner. On Reader 
Service Card, circle 213. 


Emergency Lighting 

Brochure outlines use of battery- 
powered inverter system to allow ex- 
isting fluorescent lighting to be used 
as battery-powered emergency light- 
ing. Published by the Exide Power 
Systems Division of ESB, Incorpo- 
rated. Exide system employs a small 
inverter to change DC battery power 
to AC power compatible with the 


fluorescent lamp's operation. Оп 
Reader Service Card, circle 214. 
Sliding Doors 

Folder of continuous ball bearing 


hangers to support heavier-than-av- 
erage interior and exterior communi- 
cating doors, partitions, and sliding 
glass doors. Available from Grant 
Hardware Co. Photographs of appli- 
cations, sectional view drawings, load 
ratings, minimum tolerances, related 
data. Indoor/outdoor. Doors up to 35 
Ibs., heavy doors, partitions, and walls 
up to 300 155. On Reader Service 
Card, circle 215. 


Surgical Lighting 

14-page color catalog, covering a 
broad range of surgical lighting sys- 
tems, available from American Ster- 
ilizer Co. Illustrated with detailed 
photos. Focuses attention on 8 new 
surgical systems, including dual, 
single-source, rotating, dual track, 
modular and Centra lighting system. 
Accessories described. Оп Reader 
Service Card, circle 216. 


Suspension Ceilings 

Up-dated literature on suspension 
ceiling systems and demountable wall 
systems available from Eastern Prod- 
ucts Corp. Fully illustrated with de- 
tailed specifications; information cata- 
logued or separable for easy ref- 
erence. On Reader Service Card, 
circle 217. 


Kitchen/Laundry Ideas 

24-page “idea stimulator’ designed 
for modern single- and multi-family 
living from General Electric. 25 il- 
lustrated kitchen and laundry con- 
cepts. Scaled floor plans for complete 
kitchens and laundry rooms. On 
Reader Service Card, circle 218. 


Indoor Luminaires 

Data sheet from Holophane Co. de- 
scribes two Prismpack 11 1000W 
mercury indoor luminaires. Designed 
for wide variety of high-bay industrial, 
sports arena, and coliseum applica- 
tions. Provides info on photometrics, 
dimensions, electrical characteristics, 
decorative and functional accessories. 
On Reader Service Card, circle 219. 


Panel Systems 

Bulletin featuring Varispan Panel 
Systems from Elwin G. Smith Divi- 
sion, Cyclops Corp. Varispan is a new 
metal wall system offering greater 
strength, longer spanning ability and 
versatility. Maximum spanning dis- 
tance between  girts depends оп 
metal, gauge, and liner panel depth. 


Gives dimensions, technical data, 
load span tables, and architectural 
specifications. Оп Reader Service 
Card, circle 220. 
Drafting Film 
Six-page brochure, “What Drafting 


Film of DuPont ‘Mylar’ Can Do For 
You,” available from the DuPont Co. 
Demonstrates how drafting systems 
based on Mylar film can be tailored 
to meet problems of time, budget, or 
quality. Film compared with other 
media in drawing production. Repro- 
duction benefits explained. Drawing 
preservation outlined. On Reader 
Service Card, circle 221. 


Concrete Consistency 

Six-step procedure for conducting a 
standard concrete slump test depicted 
in placard available from Master 
Builders. Slump test conforms to 
requirements of the American Society 
for Testing and Materials. Determin- 
ing slump of new concrete, checking 
bath-to-batch uniformity detailed. On 
Reader Service Card, circle 222. 


Plywood Siding 

Latest product data sheets from the 
American Plywood Association. Easy- 
reference formats, specifications and 
technical facts, uses of plywood 
siding, and code acceptance data 
included. On Reader Service Card, 
circle 223. 


Gutters, Coping 
1973 catalog from W.P. Hickman Co. 
Coverage given to new Permasnap 
Coping and the 100 Series Fascia. 
Permasnap is a gutter/chair system 
consisting of 3 pieces—a perforated 
cleat, a molded styrene chair, and 
heavy gauge coping. A special ad- 
hesive bonds the cleat to the parapet, 
eliminating imbedded anchor bolts. 
Enables system to withstand wind 
uplift of 60 Ibs. On Reader Service 
Card, circle 224. 

(Continued on page 110) 


On Reader Service Card, Circle 325 


PLASTIC-VIEW TRANSPARENT 


Heat Reflective WINDOW SHADES 
Answer to the HEAT GAIN/HEAT LOSS FACTOR 


i DEZ 


This new Plastic-Viewtransparent heat-reflective 
window shade can be rolled up or down as need- 
ed to control various temperatures. In summer 
these shades minimize solar heat from outside 
and in winter, they minimize heat leakage to the 
outside, thus saving on cooling and heating bills 
and equipment. 

Another outstanding feature is that you can see 
out, but no one can see in during daylight hours. 
Also, the shades provide great protection for 
rugs, furniture and draperies from sunlight fading 
and damage. They are good looking too! 


PLASTIC-VIEW TRANSPARENT SHADES, INC. 


Box 25, Van Nuys, Ca. 91408 
(213) 786-2801 
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Carpets need a doctor? 
Symptoms: 
е SICKLY COLOR e LARGE SHADOWS LURK- 
ING BELOW THE SURFACE 
е HARDENED FLATTENED е SPOTS BEFORE YOUR 
PILE EYES 


Diagnosis: THEY'VE BEEN GOBBLING TOO MUCH GOOK! 


Whether you have been feeding them wet or dry foam——with no 
way to get out more than 5 to 1090 of either it or the dirt—they 
can soon get filled up and look mighty peu-trid. 


Rx: THEY NEED ARGOSHEEN FAST! 


Put it down and let it work. Then take up the thick black sludge 
by the barrels on your cotton pads or your Argomop-because no 
vacuum ever made can do it. Guaranteed safe for all fibres and 
for workers to use in enclosed areas. Delta Air Lines says they 
have never found a spot ARGOSHEEN would not remove! 


Instant 
Recovery: 


NEW COLOR 

NEW TEXTURE 

NO SPOTS 

NO SHRINKING 

NO FADING 
Write for information including tests B 
which allow you to prove to yourself 
that no cleaner can mix with the soil 
and dry to a powder which can be 
vacuumed away; how to prove whether ! 
a cleaner is safe before using it; and 
how to avoid rapid resoiling. Also in- 
cluded are special instructions for 


cleaning some of the new carpets 
with severe soil-release problems. 


e St., partanburg, South 
rg 0., Inc. Carolina 29302 
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RODUCT LITERATUR 


(continued from page 10) 


LIGHTING FIXTURES 
From the Sechrist Lighting Division 


of the Keene Corporation 7 ex- 
amples of Sechrist line of con- 
temporary light fixtures are covered 


in an 8-page brochure including Re- 
gressed Air-Lite Troffers, 6-inch wide 
Troffers, surface luminaires, Gym-lite, 
ceiling or wall-mounted fixtures, and 
completely sealed exit fixtures. On 
Reader Service Card, circle 225. 


BUILDING SEALANTS 


Dow Corning offers 8-page brochure 
outlining application information on 
four types of silicone building seal- 
ants, along with a 20-year material 
guarantee against color change, 
hardening, or cracking from weather- 
ing. On Reader Service Card, circle 
226. 


FRAMING SOFTWOOD 


Expanded to include additional design 
values and complete data on lumber 
sizes and grades, 1973 edition of the 
Western Wood Technical Library 
"Product Use Manua!” now available 
from Western Wood Products Assoc. 
A basic technical guide for selecting 
light framing lumber and estimating 
needed quantities of siding and panel- 
ing, manual includes tables on design 
values for tight framing and on ргор- 
erties of sections for joists, beams, 


planks, decking. Other catalogs avail- 
able. On Reader Service Card, circle 
227. 


TEXTURED LIMESTONE PANELS 


January, 1973 “Textured Panels of 
Indiana Limestone," published Бу 
Harding & Cogswell, Inc., introduces 
several newly created texture finishes 
and includes photos of actual jobsite 
erection of the large textured panels; 
also includes square foot price in- 
formation for the floor-to-floor panels, 
typical anchoring details, and short 
form specifications. On Reader Serv- 
ice Card, circle 228. 


POWDER COATINGS 

A technical/descriptive bulletin about 
Vitralon powder coatings has been 
issued by Pratt & Lambert. 22 ad- 
vantages of powder coatings are 
presented and performance charac- 
teristics listed. Also provided are tech- 
nical data on surface preparation, 
application, curing methods, storage, 
service, and specifics on chemical 
resistance, hardness, and adhesion. 
On Reader Service Card, circle 229. 


SILICONE SEALANTS 

New literature from General Electric 
describes service of silicone sealants 
possessing an inherent resistance to 
heat, cold, ozone, sunlight, radiation, 


and moisture. Specifics on GE silicone 
sealants 1200, 1300, and 1600 charted. 
On Reader Service Card, circle 230. 


SPRINKLERS 


Handbook on sprinkler systems cover- 
ing what they do and how they work 
published by Honeywell's Commercial 
Division. Called “the most compre- 
hensive guide to sprinklers ever 
written." Discusses wet and dry pipes, 
pre-action sprinklers with and without 
supervised piping, deluge types, and 
other common systems. Also, draw- 
ings of basic system types. On Reader 
Service Card, circle 231. 


CARPET INSTALLATION 


Architectural guide specification for 
glue-down installation of double jute- 


backed carpets, already in 15th 
printing, available from Jute Carpet 
Backing Council. Gives detailed in- 
stallation instructions; explains why 
jute's porosity апа affinity to 
standard adhesives allow no-pad 
glue-down installation. Оп Reader 


Service Card, circle 232. 


WOOD ADHESIVES 


Four-page illustrated catalog describ- i 


ing Scotch-Grip Adhesive 5230, Scotch- 
Grip Construction Mastic 4314, and 
Scotch-Weld Polymer Bond Structural 
Wood Adhesive system for wood bond- 
ing applications for either 
modular house assembly or job site 
construction available from 3M Com- 
pany, Adhesives, Coatings, and Seal- 
ers Division. Describes and illustrates 
how high strength, weather resistant 
adhesives can reduce construction 
costs. On Reader Service Card, circle 
233. 


in-plant ; 


JOINT COMPOUNDS 


"Architects' Guide to Joint Treat- 
ment," an B8 page brochure from 
United States Gypsum Со., provides 


data for use in selecting and specify- 
ing gypsum drywall joint finishing 
systems, describing features of vari- 
ous kinds of joint treatment com- 
pounds, their compatibility, and the 
merits of hand and machine appli- 
cation. Joint system selector and job 
inspection procedures included. On 
On Reader Service Card, circle 234. 


TENNIS ELASTATURF 


Brochure from Borden Chemical de- 
scribes the “superior playing quali- 
ties" of their Elastaturf synthetic 
tennis court surfacing material, em- 
phasizing wearability, resiliency, and 
controlled surface texture. Traction of 
the poured-in-place material outlined; 
absence of seams and curled-up cor- 
ners aids safety. Material customized 
to courts in three basic colors—grass 
green, clay red, earth tan. On Reader 
Service Card, circle 235. 


ENTRANCE SYSTEMS 


Brochure from Kawneer/AMAX de- | 
scribes the Entara-XD Educational 
Entrance system designed for 


strength and security in schools and 
colleges. Shows heavy duty aluminum 
structural frame components; features 
include door corners joined with ma- 
chine bolts with welded shear blocks, 
attachment of high-stress hardware 
directly to \%-inch thick aluminum 
extrusion walls, interlocking frames, 
double weatherstripping, and a pres- 
sure equalized threshold. On Reader 
Service Card, circle 236. ; 
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: In an edition 
limited to 12, another 
of the Un-Cloistered 
Tapestries. 


“Elephants” 
by Larry Rivers. 


-+ For interiors of any kind, nothing 
equals the richness, the warmth and 
texture of hand-woven tapestries... 
by such modern masters as Larry 
Rivers, Pablo Picasso, Fernand 
Leger, Ernest Trova, Joan Miro, Saul 
Steinberg, Frank Stella and 40 others 
... including the wall hangings of 
Sheila Hicks. From $1,200 to $5,000. 
Catalogues, $2.00 


Contract Representative: 
| Al (Atelier International Ltd.) 


; EEmMoODERN MASTER 
“TAPESTRIES INC. 


The Charles E. Slatkin Collection 

of Contemporary Tapestries and Sculpture 
=.) 11 East 57th Street, New York, New York 10022. 
„2 Tel. (212) 838-0412. 


“ELEPHANTS” BY LARRY RIVERS 6 x 8 


On Reader Service Card, Circle 329 On Reader Service Card, Circle 330 


Anine-story introduction to Architecture. 


Philip Johnson 
Kevin Roche 
Paul Rudolph 
Bertrand Goldberg 
Morris Lapidus 
Louis Kahn 
Charles Moore 
Robert Venturi 
Denise Scott Brown 


Contemporary architecture through the eyes of those 
who created it. For everyone who wants to know about 
it. Nine noted architects, including Philip Johnson, who 
designed the Seagram Building and the New York State 
Theatre at Lincoln Center in New York; Kevin Roche, 
the architect of the Oakland Museum in California; and 
Louis Kahn, of the Government Center of Bangladesh, 
discuss their work, their theories, and their opinions of 
fellow architects. 


SAFE-T-BATH, INC. : 
P.O. Box 9456 
Tulsa, Oklahoma 74107 


"DON'T FORGET TO INCLUDE ME" 


Hundreds have included me in Hospitals, Nursing 


ЦИМ SUOIDSI9AUO S 


$13.50 by John W. Cook Homes, Clinics and Private Homes 
and Heinrich Klotz A Regular Size Five Foot Tub Raised 
Foreword by Vincent Scully 18” with a 30 inch watertight door. 


в Comes in colors. Write for Brochure. 
Architects Approved for Veterans Adm. Housing 
U.S. Uniform Plumbing Code Approved 


111 Fourth Avenue • New York, N.Y. 10003 ргоедег 


Elasto-Gard's waterproofing system 


is working “Deep in the Heart of Texas? 
(Coliseum that is) 


Bush & Dudley “Waco. Texas, Architects 
Neogard Contract Division, Dallas; Texas, Applicators 


And will aid Texans in fuel conservation 
year, after year, after year... 


The taxpayers in Waco, Texas wanted the new roof for their is combined with Neogard rigid foamed urethane insulation. 
famous ''Heart of Texas” Coliseum to be attractive and It is lightweight, waterproof, and resists weathering and 
functional at a reasonable cost . . . and that is what they aging. This truly modern roofing concept now allows the 
have accomplished. architect to use all of the new building materials at his 
Our Elasto-Gard roofing system gave the Coliseum a disposal with complete freedom. 
beautiful modern appearance, and of equal importance, For other coast-to-coast case histories, write to Neogard 
Elasto-Gard is providing an insulation with an extremely low Corporation, P. O. Box 35288, Dallas, Texas 75235. 
"K" factor, which will save fuel in winter and provide more 
comfort in the summer, because of this insulation. Its white THE NEOGARD CORPORATION 
surface coating will also reflect the summer heat. е" P. O. Box 35288, Dallas, Texas 75235 

. . , A Subsidiary of Jones-Blair Company 
Elasto-Gard is a fluid-applied reinforced roofing system that TM 
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High efficiency 

floodlights cut 

KW requirements 
мо E 


provides operating 
savings of over 
$17,000 per year! 
Washington's Pension 
Building provides a dra- 
matic illustration of the 
benefits derived from 
INFRANOR's approach to 
floodlighting: the most effi- 
cient light sources in the 
most efficient fixtures. This 
huge stone and brick 
structure, 400“ long, 200’ 
deep and 150’ high, is illu- 
minated to 15-20 FC with 
two hundred and thirty-two 
INFRANOR Series 30 Wal 
Liters. E 

A preliminary stud 
showed that 495 KW of or- 
dinary quartz-incandes- 
centfloodlighting would be | 
required to duplicate the _ 
effect of the 106 KW 
INFRANOR High Pressure 
Sodium system. The higher 
initial equipment cost of 
the Infranor system is com- 
pletely offset within two 
years by the drastically re- 
duced operating and main- 
tenance costs inherent in 
the Infranor approach, 
which keeps providing 
savings of over $17,000 per 
year thereafter. The two 
systems are compared in a 
fact sheet available from 
Infranor. Write: 


Five Infranor Series 30. 
Wall Liters are stacked | 
vertically in this decora- 
tive painted housing. 
Housings are mounted 
atop 12' poles set back 
17' to 110'. 


INFRANOR 


Division of Sterner Lighting, Inc. 
Berlin, Connecticut 06037 
Phone (203) 828-6391 TELEX: 99279 


ADVERTISING INDEX 


ABSTRACTA STRUCTURES, INC. William McDade Advertising Agency 109 
AMERICAN IRON & STEEL INSTITUTE 


Coordinated Communications, Inc. ........................ 34-35 
ARGO & COMPANY, INC. E.L. Sanders & Associates ............ 109 
BURNS & RUSSELL COMPANY, The Marc Smith Company ....... 109 
DURO-TEST CORPORATION Katz, Jacobs & Douglas? Inc. ........ 5 
FOLLANSBEE STEEL CORPORATION George Hill Company ...... 21 


GOLD MEDAL FOLDING FURNITURE COMPANY 
Franklin/Mautner Advertising .............. cece eee eee 99 


GRACE & COMPANY, W.R. Fuller & Smith & Ross Inc. .......... 33 


INFRANOR, DIV. OF STERNER LIGHTING, INC. 


Selwyn/Conway Advertising Inc. .......................... 112 
INLAND-RYERSON CONSTRUCTION PRODUCTS COMPANY 

Hoffman-York, Inc. ........... ce ras IBC, 16-17 
JOFCO John Brown Advertising Agency ........................ 9 
JOHNS-MANVILLE, RESIDENTIAL DIVISION 

Broyles, Allebough & Davis, Inc. .......................... 18-19 
JOY MANUFACTURING COMPANY Covey & Koons, Inc. .......... 26 


KAWNEER ARCHITECTURAL PRODUCTS 


Garrison, Jasper, Rose & Company ....................... 6-7 
LCN CLOSERS Alex T. Franz, Inc. 2.0.0... cee eee 102-103 
LEVOLOR LORENTZEN INC. Muller Jordan Herrick Inc. ..... 106w-2, 106w-3 
LIBBEY-OWENS-FORD COMPANY Campbell-Ewald Company ...... 12-13 
MARLITE DIVISION OF MASONITE CORPORATION 

Howard Swink Advertising ...................lle eee BC 
MODERN MASTER TAPESTRIES Jamian Advertising & Publicity, Inc. 110 
MYRTLE DESK COMPANY Haymes & Carr, Іпс. ................. 105 
NEOGARD CORP., THE, a subsidiary of Jones-Blair Co. 

Tracy-Locke Advertising & Public Relations, Inc. ............ 111 
OWENS-CORNING FIBERGLAS Ogilvy & Mather Inc. ............. 28-29 
PPG INDUSTRIES Ketchum, MacLeod & Grove Inc. .............. 2-3 


PLASTIC-VIEW TRANSPARENT SHADES Associated Advertising Arts 109 


PRAEGER PUBLISHERS, INC. 
Waterman, Getz, Niedelman Advertising ................... 111 


RICHARDS WILCOX MANUFACTURING COMPANY 
Hanson Advertising Inc. ..........0. 0.0.0... ee eee 99 


RUSH-HAMPTON INDUSTRIES Luckie & Forney Inc. ............. 11 


SAFE-T-BATH, INC. 
SILBRICO CORPORATION Elving Johnson Advertising, Inc. ........ 24 
SOUTHERN CALIFORNIA GAS COMPANY 


Doyle Dane Bernbach, Inc. ............................... 106w-1 
SOUTHERN COMPANY, THE Liller Neal Battle & Lindsey, Inc. .... 31 
THONET INDUSTRIES, INC. APCL&K Inc. ...................... IFC 
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Benton, Kentucky 
шгусо: 


Marshall County Public Library 


+ Architects: Lee Potter Smith Associates 
Paducah,. Kentucky 
Project Architect: Gayle R. McGregor 
Framing Contractor: Lassiter Plastering Company 
Murray, Kentucky 


reasons for considering 
ilcor light gage steel framing 


when designing small buildings. 


Design freedom, versatility, fast 
enclosure and economy ...the 
benefits that make light gage steel 
framing so popular for the exterior 
walls of multi-story construction... 
can also be enjoyed on smaller 
buildings. Here are a few comments 
from project architect, Gayle 
McGregor, concerning the library 
pictured above: 

"The variety of possible finishes 
available was an obvious advantage: 
“Site conditions complicated the 
footings and foundation design. 
Light gage framing enabled us to 
cut down on bearing weight? 


“We were able to save about one 


square foot of floor space for every 
two lineal feet of wall...a value of 

about five thousand dollars on this 

small project’ 


“Prefabricating framing assemblies 
in the shop saved on-site time and 
helped us meet a tough winter 
construction schedule’ 


“We have gone on to six other 
projects using the same systems, 
including an elementary school that 
ran $15 per square foot compared to 
the $22 per square foot statewide 
average for this type of facility? 


There are further advantages we 
haven't covered here. See Sweet's, 
section 5.3/In; send for catalog 37-1; 


or let a Milcor representative explain 
how they apply to one of your 
projects. Write to: Milcor Division, 
Inland-Ryerson Construction Products 
Co., Dept. G, 4031 W. Burnham St., 
Milwaukee, WI 53201. 


INLAND>K 
RYERSON 


General Offices: Melrose Park, Illinois 
A member of the Mana steel famıly 
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Tongue-and-groove 
joints fit perfectly. 


Chapel Oak Design 
— feel the rich texture. 


Gold Lace resists 4 
grease and stains... 


+ 


Another special place for Marlite Planks: 
where walls have to pass inspection. 


From fast-food cafeteria to gour- 
met restaurant, there's one must 
for every eating establishment. 

A spotless reputation. 

That's why Marlite paneling 
is such a natural for the food- 
service area. Its wash-and-wear 
finish resists heat, moisture and 


Marlite paneling is hardboard with man-made finish. 


grease. Comes clean with just a 
damp-cloth wiping. So Marlite 
stays fresh and spotless—even in 
the busiest places. 

But Marlite doesn't look like 
your typical "heavy-traffic" wall. 
It comes in a handsome collec- 
tion of textures, woodgrain re- 


productions, colors and designs. 
So you can find the bright idea 
you need to make any eating 
spot look special. 

We've used two Marlite ideas 
in this cafeteria. Chapel Oak De- 
sign Planks— only 16" wide for 
fast installation. With contrasting 


, Maxlite 


We make walls 
for special places. 


On Reader Service Card, Circle 303 


Gold Lace Planks in the kitchen. 

See what Marlite can do for 
your special places. Send for 
color literature and professional 
samples to Marlite Division of 
Masonite Corporation, Dept. 
707, Dover, Ohio 44622. 


